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TITLE 7—AGRICULTURE 

Chapter IX—Agricultural Marketing 
Service (Marketing Agreements and 
Orders), Department of Agriculture 

I Valencia Orange Reg. 1061 

Part 922— Valencia Oranges Grown in 
Arizona and Designated Part of 

California 

limitation of handling 

§ 922 406 Valencia Orange Regulation 
106 —(a) Findings. (1) Pursuant to the 
marketing agreement and Order No. 22, 
as amended (7 CFR Part 922), regulat¬ 
ing the handling of Valencia oranges 
grown in Arizona and designated part of 
California, effective under the applicable 
provisions of the Agricultural Marketing 
Agreement Act of 1937, as amended (7 
U. S. C. 601 et seq.; 68 Stat. 906, 1047), 
and upon the basis of the recommenda¬ 
tions and information submitted by the 
Valencia Orange Administrative Com¬ 
mittee, established under the said mar¬ 
keting agreement and order, as amended, 
and upon other available information, 
it is hereby found that the limitation of 
handling of such Valencia oranges as 
hereinafter provided will tend to effectu¬ 
ate the declared policy of the act. 

(2) It is hereby further fcund that it 
is impracticable and contrary to the pub¬ 
lic interest to give preliminary notice, en¬ 
gage in public rule-making procedure, 
and postpone the effective date of this 
section until 30 days after publication 
hereof in the Federal Register (60 Stat. 
237; 5 U. S. C. 1001 et seq.) because the 
time intervening between the date when 
information upon which this section is 
based became available and the time 
when this section must become effective 
in order to effectuate the declared policy 
°f the act is insufficient, and a reasonable 
time is permitted, under the circum¬ 
stances, for preparation for such effective 
time; and good cause exists for making 
the provisions hereof effective as herein- 
after set forth. The Committee held an 
open meeting during the current week, 
after giving due notice thereof, to con- 
sider supply and market conditions for 


Valencia oranges and the need for regu¬ 
lation; interested persons were afforded 
an opportunity to submit information 
and views at this meeting; the recom¬ 
mendation and supporting information 
for regulation during the period specified 
herein were promptly submitted to the 
Department after such meeting was held; 
the provisions of this section, including 
its effective time, are identical with the 
aforesaid recommendation of the com¬ 
mittee, and information concerning such 
provisions and effective time has been 
disseminated among handlers of such 
Valencia oranges; it is necessary, in or¬ 
der to effectuate the declared policy of 
the act, to make this section effective 
during the period herein specified; and 
compliance with this section will not re¬ 
quire any special preparation on the part 
of persons subject hereto which cannot 
be completed on or before the effective 
date hereof. Such committee meeting 
was held on June 13. 1957. 

(b) Order . (1) The respective quanti¬ 
ties of Valencia oranges grown in Ari¬ 
zona and designated part of California 
which may be handled during the period 
beginning at 12:01 a. m., P. s. t., June 16, 
1957, and ending at 12:01 a. m., P. s. t., 
June 23,1957, are hereby fixed as follows; 

(1) District 1: 277,200 cartons; 

(ii) District 2; 554,400 cartons; 

(iii) District 3; Unlimited movement. 

(2) All Valencia oranges handled dur¬ 
ing the period specified in this section 
are subject also to all applicable size 
restrictions which are in effect pursuant 
to this part during such period. 

(3) As used in this section, “handled,” 
“handler,” “District 1,” “District 2,” 
“District 3,” and “carton” have the same 
meaning as when used in said marketing 
agreement and order, as amended. 

(Sec. 5. 49 Stat. 753, as amended; 7 U. S. C. 
608c) 

Dated: June 14, 1957. 

[seal! S. R. Smith, 

Director , Fruit and Vegetable 
Division, Agricultural Mar¬ 
keting Service . 

IF. R. Doc. 57-4973; Filed. June 14. 1957; 

11:49 a. m.j 
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[Lemon Reg. 691 ] 

Part 953— Lemons Grown in California 
and Arizona 

LIMITATION OF HANDLING 

§ 953.798 Lemon Regulation 691 —(a) 
Findings. (1) Pursuant to the market¬ 
ing agreement, as amended, and Order 
No. 53, as amended (7 CFR Part 953), 
regulating the handling of lemons grown 
in California and Arizona, effective un¬ 
der the applicable provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U. S. C. 601 et seq.; 
68 Stat. 906, 1047), and upon the basis 
of the recommendation and information 
submitted by the Lemon Administrative 
Committee, established under the said 
amended marketing agreement and or¬ 
der, and upon other available informa¬ 
tion, it is hereby found that the limita¬ 
tion of handling of such lemons as 
hereinafter provided will tend to effectu¬ 
ate the declared policy of the act. 

(2) It is hereby further found that it is 
impracticable and contrary to the public 
interest to give preliminary notice, en¬ 
gage in public rule-making procedure, 
and postpone the effective date of this 
section until 30 days after publication 
hereof in the Federal Register (60 Stat. 
237; 5 U. S. C. 1001 et seq.) because the 
time intervening between the date when 
information upon which this section is 
based becomes available and the time 
when this section must become effective 
in order to effectuate the declared policy 
of the act is insufficient, and a reasonable 
time is permitted, under the circum¬ 
stances, for preparation for such effec¬ 
tive time; and good cause exists for mak¬ 
ing the provisions hereof effective as 
hereinafter set forth. The Committee 
held an open meeting during the current 
week, after giving due notice thereof, to 
consider supply and market conditions 
for lemons and the need for regulation; 
interested persons were afforded an op¬ 
portunity to submit information and 
views at this meeting; the recommenda¬ 
tion and supporting information for reg¬ 
ulation during the period specified herein 
were promptly submitted to the Depart¬ 
ment after such meeting was held; the 
provisions of this section, including its 
effective time, are identical with the 
aforesaid recommendation of the com¬ 


mittee, and information concerning such 
provisions and effective time has been 
disseminated among handlers of such 
lemons; it is necessary, in order to effec¬ 
tuate the declared policy of the act, to 
make this section effective during the 
period herein specified; and compliance 
with this section will not require any 
special preparation on the part of per¬ 
sons subject hereto which cannot be 
completed on or before the effective date 
hereof. Such committee meeting was 
held on June 12, 1957. 

(b) Order . (1) The respective quan¬ 
tities of lemons grown in California and 
Arizona which may be handled during 
the period beginning at 12:01 a. m., 
P. s. t., June 16,1957, and ending at 12:01 
a. m., P. s. t., June 23, 1957, are hereby 
fixed as follows; 

(1) District 1: Unlimited movement; 

(ii) District 2: 465,000 cartons; 

(iii) District 3: Unlimited movement. 

(2) As used in this section, “handled,’* * * § 
“District 1,” “Distinct 2.** “District 3,” 
and “carton** have the same meaning as 
when used in the said amended market¬ 
ing agreement and order. 

(Sec. 5, 49 Stat. 753, as amended; 7 U. S. C. 
608c) 

Dated: June 13, 1957. 

[seal] S. R. Smith, 

Director, Fruit and Vegetable 
Division, Agricultural Market¬ 
ing Service. 

[F. R. Doc. 57-4944; Filed, June 14, 1957; 

9:26 a. m.J 


[Avocado Order 14. Arndt. 1) 

Part 969— Avocados Grown in South 
Florida 

quality and maturity regulation 

(a) Findings . (1) Pursuant to the 

marketing agreement, as amended, and 
Order No. 69, as amended (7 CFR Part 
969; 22 F. R. 3513), regulating the han¬ 
dling of avocados grown in South Florida, 
effective under the applicable provisions 
of the Agricultural Marketing Agree¬ 
ment Act of 1937, as amended (7 U. S. C. 
601 et seq.; 68 Stat. 906, 1047). and upon 
the basis of the recommendations of the 
Avocado Administrative Committee, es¬ 
tablished under the aforesaid marketing 
agreement and order, and upon other 
available information, it is hereby found 
that the limitation of handling of avo¬ 
cados, as hereinafter provided, will tend 
to effectuate the declared policy of the 
act. 

(2) It is hereby further found that it 
is impracticable, unnecessary, and con¬ 
trary to the public interest to give pre¬ 
liminary notice, engage in public rule- 
making procedure, and postpone the ef¬ 
fective date of this section until 30 days 
after publication thereof in the Federal 
Register (60 Stat: 237; 5 U. S. C. 1001 
et seq.) in that, as hereinafter set forth, 
the time intervening between the date 
when information upon which this 
amendment is based became available 
and the time when this amendment must 
become effective in order to effectuate 


the declared policy of the act is insuffi¬ 
cient; a reasonable time is permitted, 
under the circumstances, for prepara¬ 
tion for such effective time; and good 
cause exists for making the provisions 
hereof effective not later than June 17, 
1957. This amendment relieves restric¬ 
tions on the Fuchs variety of avocados 
in that it will permit the shipment of 
such variety at an earlier date than now 
provided. It also establishes maturity 
requirements for the listed varieties of 
avocados which will be applicable on 
and after the time the shipment of such 
varieties is permitted. A reasonable de¬ 
termination as to the time of maturity 
of avocados must await the development 
of the crop thereof, and adequate infor¬ 
mation thereon, with respect to the 
varieties specified in this amendment, 
was not available to the Avocado Ad¬ 
ministrative Committee until June 11, 
1957; determinations as to the time of 
maturity of the varieties of avocados 
covered by this amendment were made 
at the meeting of said committee on 
June 11, 1957, after consideration of all 
available information relative to such 
maturity and growing conditions pre¬ 
vailing during the current season for 
such avocados, at w T hich tifne the recom¬ 
mendations and supporting information 
for such maturity regulation were sub¬ 
mitted to the Department; such meet¬ 
ing was held to consider recommenda¬ 
tion for such regulation after giving due 
notice thereof, and interested parties 
were afforded an opportunity to submit 
their views at this meeting; the provi¬ 
sions of this amendment are identical 
with the aforesaid recommendations of 
the committee and information concern¬ 
ing such provisions has been dissemi¬ 
nated among the handlers of avocados; 
and compliance with the provisions of 
this amendment will not require of han¬ 
dlers any preparation therefor which 
cannot be completed by the effective 
time hereof. 

(b) It is therefore ordered that the 
provisions of § 969.14 (Avocado Order 14; 
22 F. R. 3652) are hereby amended as 
follows: 

1. Amend subparagraph (2) of para¬ 
graph <b) by deleting from Column (1) 
of Table I references to the Fuchs, Pol¬ 
lock, Simmonds, Nadir, and Hardee vari¬ 
eties of avocados and the respective dates 
in Column (2) of said table on which said 
varieties may be handled. 

2. Renumber subparagraphs (3), (4), 
and ( 5 ) of paragraph (b) as subpara¬ 
graphs (5), ( 6 ), and (7). respectively, 
and, immediately after, subparagraph 
(2), add new subparagraphs (3) and (4) 
reading as follows: 

(3) With respect to the varieties of 
avocados listed in Column 1, of Table II, 
no handler shall handle any variety of 
such avocados except as provided in sub¬ 
divisions (i) through (iii) of this sub- 
paragraph; 

(1) During the period from 12:01 a. m., 
e. s. t., of the date listed for the respective 
variety in Column 2 of Table II and 12:01 
a. m., e. s. t., of the date listed for the 
respective variety in Column 4 of such 
table, no handler shall handle any avo¬ 
cados unless the individual fruit weighs 
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at least the ounces specified for the re¬ 
spective variety in Column 3 of such table 
or is of at least the diameter specified 
for such variety in said Column 3; 

(ii) During the period from 12:01 
a. m.. e. s. t. f of the date listed for the 
respective variety in Column 4 of Table 
II and 12:01 a. m., e. s. t., of the date 
listed for the respective variety in Col¬ 
umn 6 of such table, no handler shall 
handle any avocados unless the individ¬ 
ual fruit weighs as least the ounces spec¬ 
ified for the respective variety in Column 
5 of such table or is of at least the di- 


(4) Notwithstanding the provisions of 
subdivisions (i) through (iii) of subpara¬ 
graph (3) of this paragraph regarding 
the minimum weight or diameter for 
individual fruit, up to 10 percent, by 
count, of the individual fruit contained 
in each lot may weigh less than the 
minimum specified weight and be less 
than the minimum specified diameter: 
Provided, That such avocados weigh not 
more than two ounces less than the 
applicable specified weight for the par¬ 
ticular variety as prescribed in Column 
3, 5. or 7 of Table n. Such tolerances 
shall be on a lot basis, but not to exceed 
double such tolerances shall be permit¬ 
ted for an individual container in a lot; 

3. Amend the introductory sentence 
of subparagraph (5) of paragraph (b) 
to read as follows: 

(5) Insofar as varieties of the West 
Indian type of avocados not listed in 
Table I or Table n are concerned, no 
handler shall handle any of such va¬ 
rieties except in accordance with the 
following terms and conditions: 

(c) The provisions of this amendment 
shall become effective at 12:01 a. m.. 
e. s. t., June 17,1957. 

(Sec. 5, 49 Stat. 753, as amended; 7 U. S. C. 
608c) 

Dated: June 13,1957. 

[seal! S. R. Smith, 

Director, Fruit and Vegetable 
Division, Agricultural Mar¬ 
keting Service . 

[F. R. Doc. 57-4928; Filed, June 14, 1957; 

9 :26 a. m.j 


[Lime Order 4, Arndt. 21 
Part 1001— Limes Grown in Florida 

QUALITY AND SIZE REGULATION 

(a) Findings . (1) Pursuant to the 

marketing agreement, as amended, and 


ameter specified for such variety in said 
Column 5; 

(iii) During the period from 12:01 
a. m.. e. s. t., of the date listed for the 
respective variety in Column 6 of Table 
n and 12:01 a. m., e. s. t., of the date 
listed for the respective variety in Col¬ 
umn 8 of such table, no handler shall 
handle any avocados unless the individ¬ 
ual fruit weighs at least the ounces spec¬ 
ified for the respective variety in Column 
7 of such table or is of at least the di¬ 
ameter specified for such variety in said 
Column 7; 


Order No. 101, as amended (7 CFR Part 
1001; 22 F. R. 2526), regulating the han¬ 
dling of limes grown in Florida, effective 
under the applicable provisions of the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U. S. C. 601 et seq.; 
68 Stat. 906, 1047), and upon the basis 
of the recommendations of the Florida 
Lime Administrative Committee, estab¬ 
lished under the aforesaid amended mar¬ 
keting agreement and order, and upon 
other available information, it is hereby 
found that the limitation of handling of 
limes, as hereinafter provided, will tend 
to effectuate the declared policy of the 
act. 

(2) It is hereby further found that it 
is impracticable and contrary to the 
public interest to give preliminary notice, 
engage in public rule-making procedure, 
and postpone the effective date of this 
amendment until 30 days after publica¬ 
tion thereof in the Federal Register (60 
Stat. 237; 5 U. S. C. 1001 et seq.) in that 
as hereinafter set forth, the time inter¬ 
vening between the date when informa¬ 
tion upon which this amendment is based 
became available and the time when this 
amendment must become effective in 
order to effectuate the declared policy 
of the act is insufficient; a reasonable 
time is permitted, under the circum¬ 
stances, for preparation for such effec¬ 
tive time; and good cause exists for 
making the provisions hereof effective 
not later than June 17,1957. Shipments 
of designated varieties of Florida limes 
are currently regulated pursuant to Lime 
Order 4, as amended (22 F. R. 2873: 
3105), and, unless sooner modified or 
terminated, will continue to be so regu¬ 
lated until May 1, 1958 ^determinations 
as to the need for, and extent of, con¬ 
tinued regulation of Florida lime ship¬ 
ments must await the development of the 
crop and the availability of information 
on the demand for such fruit; the recom¬ 
mendation and supporting information 
for regulation of lime shipments subse¬ 
quent to June 17, 1957, and in the man¬ 


ner herein provided, were promptly sub¬ 
mitted to the Department after a meeting 
of the Florida Lime Administrative 
Committee on June 11, 1957, to consider 
recommendations for regulation, the 
provisions of this amendment are identi¬ 
cal with the aforesaid recommendation 
of the committee, and information con¬ 
cerning such provisions has been dis¬ 
seminated among handlers of Florida 
limes; it is necessary, in order to effectu¬ 
ate the declared policy of the act, to 
make this amendment effective as here¬ 
inafter set forth; and compliance with 
this amendment will not require any 
special preparation on the part of the 
persons subject thereto which cannot be 
completed by the effective time hereof. 

(b) It is, therefore, ordered , That the 
provisions of paragraph (b) of § 1001.304 
(Lime Order 4, as amended; 22 F. R. 2873: 
3105) are hereby further amended as 
follows: 

1. Amend subdivision (ii) of subpara¬ 
graph (1) to read as follows: 

(ii) Any container of limes grown in 
the State of Florida, except the area 
west of the Suwannee River, of the group 
known as large fruited or Persian limes 
(including Tahiti, Bearss, and similar 
varieties) unless the limes in such con¬ 
tainer grade at least U. S. Combination 
Mixed Color, and are of a size not smaller 
than 1% inches in diameter: Provided, 
That not to exceed 5 percent, by count, 
of the limes in any container may be 
smaller than 1% inches in diameter. 

2. Amend subparagraph (2) to read as 
follows: 

(2) As used in this section, “handler” 
and “handle” shall have the same mean¬ 
ing as when used in said amended mar¬ 
keting agreement and order; and the 
terms “U. S. No. 2 Mixed Color,” “U. S. 
Combination Mixed Color,” and “diam¬ 
eter” shall have the same meaning as 
when used in the United States Standards 
for Persian (Tahiti) Limes (§§51.1000 
to 51.1016; 22 F. R. 3405). 

(c) Effective time. The provisions of 
this amendment shall become effective at 
12:01 a. m., e. s. t., June 17, 1957. 

(Sec. 5, 49 Stat. 753, as amended; 7 U. S. C. 
608c) 

Dated: June 13, 1957. 

[seal] S. R. Smith, 

Director, Fruit and Vegetable 
Division, Agricultural Mar¬ 
keting Service. 

[F. R. Doc. 57-4929; Filed, June 14, 1957; 

9:26 a. m.] 

TITLE 14—CIVIL AVIATION 

Chapter II—Civil Aeronautics Admin* 

istration, Department of Commerce 

Part 601 — Designation of Control 

Areas, Control Zones, and Reporting 

Points 

temporary control area and control 

ZONE 

The temporary control area and con¬ 
trol zone appearing hereinafter na 
been coordinated with the civil operate 
involved, the Army, the Navy and 


Tabl* ii 




Minimum 


Minimum 


Minimum 


Variety 

Date 

weight or 

Date 

weight or 

Date 

weight or 

Date 



diameter 


diameter 


diameter 


(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

Fticlis.. 

6-17-57 

12 minces 

7- 1-57 

11 ounces 

7-15-57 

10 ounces 

8-5-57 



3M« inches 


2*^<» inches 


2*fU inches 


Pollock...... 

7- 1-57 

18 ounces 

7-22-57 

16 ounces 

8- 5-57 

14 ounces 

8-26-57 



3*Ht inches 


35ie inches 


3M* inches 


Simmonds......._ 

7- 1-57 

16 ounces 

7-22-57 

14 ounces 

8- 5-57 

12 ounces 

8-26-57 



3*1# inches 


3Tie inches 


351 e inches 


Hardee.. 

7- 1-57 

16 ounces 

7-15-57 

14 ounces 

7-29-57 

12 ounces 

8-26-57 



inches 


inches 


2*Ms Inches 


Nadir. 

7- 8-57 

14 ounces 

7-22-57 

12 ounces 

8- 5-57 

in ounces 

9- 2-57 



3*U inches 


3fie inches 


2*516 inches 
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Air Force, through the Air Coordinating 
Committee Airspace Panel, and are 
adopted to become effective when indi¬ 
cated in order to promote safety. Com¬ 
pliance with the notice procedures, and 
effective date provisions of section 4 of 
the Administrative Procedure Act would 
be impracticable and contrary to public 
interest and therefore is not required. 
Part 601 is amended as follows: 

1. Section 601.1425 is added to read: 

§601.1425 Control area extension 
(Alpena, Mich.) . That airspace bounded 
by lines beginning at a point at latitude 
45 e 28'00", longitude 83°30'00", thence 
extending to a point at latitude 
45 s 16'30", longitude 83°11'25", thence 
to a point at latitude 44°42'00", longi¬ 
tude 83°52'30", thence to a point at 
latitude 44°53'00", longitude 84°11'30", 
thence to the point of beginning. 

2. Section 601.2407 is added to read: 

§601.2407 Alpena, Mich., control 
zone. Within a 5-mile radius of Phelps- 
Collins Air National Guard Base, Alpena. 
Mich., and within 2 miles either side of 
lines bearing 005° True and 185° True 
from the Air National Guard nondirec- 
tional radio beacon extending from the 
5-mile radius zone to a point five miles 
north of the nondirectional radio 
beacon. 

(Sec. 205. 52 Stat. 084, as amended; 49 U. S. C. 
425. Interpret or apply sec. 601, 52 Stat. 
1007, as amended; 49 U. S. C. 551) 

This amendment shall be effective 
from 0001 local time June 15. 1957, to 
2400 local time September 1, 1957. 

[seal] William B. Davis, 

Acting Administrator of 
Civil Aeronautics . 

June 11, 1957. 

(P. R. Doc. 57-4866; Filed. June 14, 1957; 

8:45 a. m.) 


TITLE 25—INDIANS 

Chapter I—Bureau of Indian Affairs, 
Department of the Interior 

Subchapter I—Grazing 

Part 71— General Grazing Regulations 
fees for preparation of grazing permits 

Section 71.23 is amended effective July 
1.1957, to read as follows: 

§71.23 Fees for preparation of graz - 
Permits . (a) Permittees shall be 

charged annually in advance to cover 
clerical and ministerial work performed 
in the preparation of grazing permits 
Utfee percent of the minimum annual 
rental established pursuant to § 71.12. 

<b) When permits contain provision 
jor adjustment of rentals after expira¬ 
tion of the first year of the permit period 
"jJ e adjusted minimum annual rental 
snail be the basis for computing the three 
Percent annual charge, 
i J c) When permits are assigned or sub- 
an additional fee of $10 shall be 
letting** f ° r each assi 6 nment or sub- 

<d) When permits are extended with 
mutual consent of the parties thereto 


the fees charged shall be computed on 
the same basis as for the original permit. 

(e) Permits granted prior to June 30, 
1957, are not subject to the provisions of 
this section. 

(Sec. 1, 41 Stat. 416, as amended; 25 U. S. C. 
413) 

Fred A. Seaton, 
Secretary of the Interior. 

June 11,1957. 

(F. R. Doc. 57-4869; Filed, June 14, 1957; 
8:45 a. m.J 


Subchapter U —Irrigation Projects; Construction 
Costs 


Part 150—Reimbursement of Construc¬ 
tion Costs, Ahtanum Unit, Wapato 
Indian Irrigation Project, Washing¬ 
ton 


There was published in the Federal 
Register of February 22, 1957, 22 F. R. 
1088, notice of intention to adopt a new 
regulation designated Part 150. This 
part establishes the total construction 
cost for the Ahtanum Unit. Wapato In¬ 
dian Irrigation Project, Washington, and 
prescribes regulations for the collection 
of construction costs due the Federal 
Government. 

All interested parties were given oppor¬ 
tunity to submit views, data or argu¬ 
ments in writing within 30 days from the 
date of publication. No such views, data, 
and arguments having been received, 
the regulations as proposed are adopted, 
except that they are made a part of Sub¬ 
chapter N rather than Subchapter O. 
The regulations as adopted are set forth 
below. 


Fred A. Seaton, 
Secretary of the Interior . 


June 11, 1957. 


A new Part 150 is added to read as 
follows: 


Sec. 

150.1 Construction costs and assessable 
acreage. 

150-2 Repayment of construction costs. 

150.3 Payments. 

150.4 Deferment of assessments on lands 

remaining in Indian ownership. 

150.5 Assessments after the Indian title has 

been extinguished. 

Authority: §§ 150.1 to 150.5 issued under 
secs. 1 , 3. 36, Stat. 270, 272, as amended; 25 
U. S. C. 385. 


§ 150.1 Construction costs and assess¬ 
able acreage. The construction program 
has been completed on the Ahtanum 
Unit of the Wapato Indian Irrigation 
Project and the construction costs have 
been established as $79,833.64. The area 
benefited by this development has been 
established at 4,765.2 acres. Under the 
requirements of the acts of February 14, 
1920 <41 Stat. 409) and March 7, 1928 
(45 Stat. 210), these costs are to be re¬ 
paid to the United States Treasury by the 
owners of the lands benefited. 

§ 150.2 Repayments of construction 
costs. The cost per acre under § 150.1 
is, therefore, established at $16.7535. 
Under the provisions of the acts of Feb¬ 
ruary 14. 1920 <41 Stat. 409) and March 
7, 1928 <45 Stat. 210) and based on forty 
equal annual payments, the annual per 


acre assessment is hereby fixed at $0.42 
per acre for the year 1957 and each suc¬ 
ceeding year until the entire cost for 
each tract shall have been repaid to the 
United States Treasury. On those tracts 
where payments have been made pursu¬ 
ant to Part 141 of this chapter, annual 
assessments beginning with the year 1957 
at the rate of $0.42 per acre will be made 
until the entire cost of $16.7535 per acre 
shall have been repaid to the United 
States Treasury. Landowners may pay 
at any time the total of the then remain¬ 
ing indebtedness. Under the act of 
March 10, 1928 (45 Stat. 210) the unpaid 
charges stand as a lien against the lands 
until paid. 

§ 150.3 Payments. Payments are due 
on December 31 of each year and shall 
be made to the official in charge of col¬ 
lections for the project. 

§ 150.4 Deferment of assessments on 
lands remaining in Indian ownership. 
In conformity with the act of July 1,1932 
<47 Stat. 564; 25 U. S. C. 386 (a) no as¬ 
sessment shall be made on behalf of con¬ 
struction costs against Indian-owned 
land within the Project until the Indian 
title thereto has been extinguished. 

§ 150.5 Assessments after the Indian 
title has been extinguished. Indian- 
owned lands passing to non-Indian 
ownership shall be assessed for construc¬ 
tion costs and the first assessment shall 
be due on December 31 of the year that 
Indian title is extinguished. Assess¬ 
ments against this land w'ill be at the 
annual rate of $0.42 per acre and shall be 
due as provided in 5 150.3, and pay¬ 
able promptly thereafter until the total 
construction cost of $16.7535 per acre 
chargeable against the land has been 
paid in full. 

IF. R. Doc. 57-4886; Filed, June 14, 1957; 

8:49 a. m.) 


TITLE 26—INTERNAL REVENUE, 
1954 

Chapter I—Internal Revenue Service, 
Department of the Treasury 

IT. D. 6239] 4 

Part 1—Income Tax; Taxable Years 

Beginning After December 31, 1953 

rental value of parsonages 

On November 15, 1956, a notice of pro¬ 
posed rule making regarding the regu¬ 
lations for taxable years beginning after 
December 31, 1953. and ending after 
August 16, 1954, under section 107 of the 
Internal Revenue Code of 1954 was pub¬ 
lished in the Federal Register (21 F. R. 
8890). After consideration of all such 
relevant matter as was presented by 
interested persons regarding the rules 
proposed, the regulations as so published 
are hereby adopted, subject to the change 
as set forth below: 

Paragraph 1. Section 1.107-1 (b) is re¬ 
vised. 

IsealI Russell C. Harrington, 
Commissioner of Internal Revenue . 

Approved: June 11,1957. 

Dan Throop Smith, 

Deputy to the Secretary, 
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The following regulations for taxable 
years beginning after December 31, 1953, 
and ending after August 16, 1954, are 
hereby prescribed under section 107 of 
the Internal Revenue Code of 1954, re¬ 
lating to rental value of parsonages: 

§ 1.107 Statutory provisions ; rental 
value of parsonages. 

Sec. 107. Rental value of parsonages. In 
the case of a minister of the gospel, gross 
income does not Include— 

(1) The rental value of a home furnished 
to him as part of his compensation; or 

(2) The rental allowance paid to him as 
part of his compensation, to the extent used 
toy him to rent or provide a home. 

§ 1.107-1 Rental value of parsonages. 

(a) In the case of a minister of the gos¬ 
pel, gross income does not include (1) the 
rental value of a home, including utili¬ 
ties, furnished to him as a part of his 
compensation, or (2) the rental allow¬ 
ance paid to him as part of his compen¬ 
sation to the extent such allowance is 
used by him to rent or otherwise provide 
a home. In order to qualify for the ex¬ 
clusion, the home or rental allowance 
must be provided as remuneration for 
services which are ordinarily the duties 
of a minister of the gospel. In general, 
the rules provided in § 1.1402 (c)-l (e) 
will be applicable to such determination. 
Examples of specific services the per¬ 
formance of which will be considered 
duties of a minister for purposes of sec¬ 
tion 107 include the performance of 
sacerdotal functions, the conduct of re¬ 
ligious worship, the administration and 
maintenance of religious organizations 
and their integral agencies, and the per¬ 
formance of teaching and administra¬ 
tive duties at theological seminaries. 
Also, the service performed by a quali¬ 
fied minister as an employee of the 
United States (other than as a chaplain 
in the Armed Forces, whose service is 
considered to be that of a commissioned 
officer in his capacity as such, and not 
as a minister in the exercise of his min¬ 
istry), or a State, Territory, or posses¬ 
sion of the United States, or a political 
subdivision of any of the foregoing, or 
the District of Columbia, is in the exer¬ 
cise of his ministry provided the service 
performed includes such services as are 
ordinarily the duties of a minister. 

(b) For purposes of section 107, the 
term “home” means a dwelling place (in¬ 
cluding furnishings) and the appurten¬ 
ances thereto, such as a garage. The 
term “rental allowance” means an 
amount paid to a minister to rent or 
otherwise provide a home if such amount 
is designated as rental allowance pur¬ 
suant to official action taken prior to 
January 1,1958, by the employing cjiurch 
or other qualified organization, or if 
such amount is designated as rental 
allowance pursuant to official action 
taken in advance of such payment by 
the employing church or other qualified 
organization when paid after December 
31, 1957. The designation of an amount 
as rental allowance may be evidenced 
in an employment contract, in minutes 
of or in a resolution by a church or 
other qualified organization or in its 
budget, or in any other appropriate in¬ 
strument evidencing such official action. 
The designation referred to in this para¬ 
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graph is a sufficient designation if it 
permits a payment or a part thereof to 
be identified as a payment of rental 
allowance as distinguished from salary 
or other remuneration. 

(c) A rental allowance must be in¬ 
cluded in the minister’s gross income in 
the taxable year in which it is received, 
to the extent that such allowance is not 
used by him during such taxable year to 
rent or otherwise provide a home. Cir¬ 
cumstances under which a rental allow¬ 
ance will be deemed to have been used to 
rent or provide a home will include cases 
in which the allowance is expended (1) 
for rent of a home, (2) for purchase of 
a home, and (3) for expenses directly 
related to providing a home. Expenses 
for food and servants are not considered 
for this purpose to be directly related to 
providing a home. Where the minister 
rents, purchases, or owns a farm or other 
business property in addition to a home, 
the portion of the rental allowance ex¬ 
pended in connection with the farm or 
business property shall not be excluded 
from his gross income. 

(Sec. 7805 , 68A Stat. 917; 26 U. S. C. 7805) 

IP. R. Doc. 57-4887; Filed. June 14, 1957; 
8:49 a. m.j 

TITLE 32—NATIONAL DEFENSE 

Chapter I—Office of the Secretary of 
Defense 

Part 154— Procurement Inspection Pol¬ 
icies and Procedures for Items Cov¬ 
ered by Military and Federal Specifi¬ 
cations 
Sec. 

154.1 Purpose. 

154.2 Definitions. 

154.3 Policies. 

154.4 Situations warranting the execution 

of particular examinations and 
tests by the Government. 

154.5 Factors influencing extent of Gov¬ 

ernment Inspection. 

154.6 Standard procedure for Government 

verification inspection. 

154.7 Implementation. 

154.8 Review and evaluation of the sup¬ 

plier's inspection procedures. 

154.9 Inspection and calibration of the 

supplier’s gages, measuring and test 
equipment. 

154.10 Examination of the supplier’s In¬ 

spection records. 

154.11 Performance of product verification 

inspection toy the Government. 

Authority: {§ 154.1 to 154.11 Issued under 
sec. 5, 63 Stat. 580, as amended, sec. 2451, 70A 
Stat. 138; 5 U. S. C. 171a, 10 U. S. C. 2451. 

§ 154.1 Purpose . In furtherance of the 
quality assurance concept and policy 
specified in Department of Defense In¬ 
struction 4155.6, “Department of Defense 
Quality Assurance Concept and Policy,” 
this part establishes uniform Department 
of Defense policies and procedures for 
procurement inspection for items covered 
by military and Federal specifications, 

§ 154.2 Definitions. Terms used in 
this part are defined in MIL-STD-109, 
“Inspection Terms and Definitions.” 

§ 154.3 Policies —(a) Supplier re¬ 
sponsibilities for inspection. (1) Except 
as provided in subparagraph (2), of this 
paragraph, the supplier shall be required 


to perform the examinations and tests 
set forth in the specifications to substan¬ 
tiate conformance of supplies to speci¬ 
fication requirements. 

(2) Certain inspection requirements 
may be executed by the Government 
when it is not advisable to specify that 
the particular examinations and tests 
be performed by the supplier. In such 
cases, these examinations and tests to be 
performed by the Government shall be 
explicitly identified in the specification 
or contract. (Section 154.4 identifies 
some of the specific situations for which 
it is advisable that examinations and 
tests be performed by the Government.) 

(3) Suppliers shall either (i) have 
available adequate test facilities for exe¬ 
cuting specific prescribed tests, or (U) 
make arrangements for the utilization 
of suitable test facilities. 

(4) Records of examinations and tests 
performed by the supplier shall be main¬ 
tained by the supplier and made avail¬ 
able for use by the Government for the 
duration of time specified in the contract. 

(5) The supplier shall be responsible 
for compliance with aH requirements of 
the specification and all other technical 
requirements of the contract. 

(b) Government responsibilities for 
inspection. (1) The Government in¬ 
spector shall make optimum use of the 
inspection records of examinations and 
tests performed by or for the supplier 
in accordance with the quality assurance 
provisions of commodity specifications, 
and other pertinent inspection records, 
in determining acceptability of supplies. 

(2) Procurement inspection by the 
Government to verify the supplier’s com¬ 
pliance with specification requirements 
and other technical requirements of the 
contract, shall be so planned as to pro¬ 
mote adequate assurance of quality by 
the most efficient utilization of the in¬ 
spection resources of the military de¬ 
partments. (Section 154.5 identifies spe¬ 
cific factors influencing the extent of 
Government inspection.) 

(3) Where the specification or con¬ 
tract requires the supplier to conduct 
particularly expensive tests involving 
destruction of supplies, extended periods 
of time for conducting the tests or 
other factors contributing to high test¬ 
ing costs, etc., these tests shall be co¬ 
ordinated for simultaneous supplier and 
Government accomplishment to the 
maximum extent practicable to preclude 
the need for subsequent independent 
Government verification testing. 

(4) Government inspection to deter¬ 
mine compliance with any requirements 
of the specification not covered under 
the quality assurance provisions and 
other technical requirements of the con¬ 
tract shall be conducted to the extent 
deemed necessary by the military in¬ 
specting activity having cognizance at 
the supplier’s plant. 

§ 154.4 Situations warranting the exe- 
cution of particular examinations ana 
tests by the Government. While the exe¬ 
cution of inspection requirements prior 
to submission of supplies to the Govern* 
ment normally will be the responsibility 
of the supplier (see §154.3 (a) 
under certain conditions, it is advisam 
to state in the specification or contract 
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the particular examinations and tests to 
be performed by the Government. The 
following are specific situations for which 
it may be desirable to designate explicitly 
in the specification or contract, exami¬ 
nation and testing solely by the Govern¬ 
ment: 

(a) Test requirements which neces¬ 
sitate the use of specialized test equip¬ 
ment or facilities not ordinarily avail¬ 
able in suppliers’ plants or commercial 
laboratories, e. g. ballistic testing of am¬ 
munition, environmental tests, simulated 
service tests; 

(b) Inspection to determine qualifica¬ 
tion of a supplier’s product for inclusion 
on a Qualified Products List ; 

(c) Pre-production, pilot-lot or pilot 
model examination and testing, either 
at a Government installation or at the 
supplier’s plant. 

§ 154.5 Factors influencing extent of 
Government inspection. The extent of 
Government inspection to verify the sup¬ 
plier's compliance with the quality as¬ 
surance provisions of the commodity 
specification and with other technical 
requirements of the contract shall be 
adjusted to reflect the following factors: 

(a) The possible effect of failure of 
the item on the safety of personnel; 

<b) The tactical or strategic impor¬ 
tance of the item; 

<c) The complexity of the item and 
the need for high reliability of the item 
and its components; 

(d) The pertinency, completeness and 
reliability of the supplier’s inspection 
records; 

(e) The previous quality history of the 
supplier’s product; 

(f) The quantity and technical spe¬ 
cialties of available Government inspec¬ 
tion manpower; 

(g) Technical importance of the item; 
and 

<h) The unit cost of the item. 

§ 154.6 Standard procedures for 
Government verification inspection. To 
promote uniformity in Government veri¬ 
fication inspection of suppliers’ compli¬ 
ance with the quality assurance pro¬ 
visions of specifications and other 
technical requirements of the contract, 
the following aspects of verification in¬ 
spection shall be treated in accordance 
with the standard procedures contained 
to §5 154.8. 154.9, 154.10 and 154.11: 

(a) Review and evaluation of the sup¬ 
plier’s inspection procedures; 

•b) Inspection and calibration of the 
supplier’s gages, measuring and test 
equipment; 

(c) . Examination of the supplier’s in¬ 
spection records; and 
r d) Performance of product verifica¬ 
tion inspection by the Government. 

§ 154.7 Implementation. Within 
ninety <90) days after date of this part, 
each of the military departments shall 
uomit two copies of the proposed im¬ 
plementing instructions to the Assistant 
^ecretary 0 f Defense (Supply and Logis- 
..f . 1 t0T approval. The policies specified 
under § 154.3 (a), relating to supplier 
esponsibilities for inspection shall be 
uuplemented as follows: 

<a) New, revised and amended sped - 
/wttHons. For new specifications and 
ose requiring revision or amendment 


for other reasons, a statement of supplier 
responsibilities shall be included in sec¬ 
tion 4 of the specification. 

(b) Existing specifications in military 
and Federal series. When new procure¬ 
ment is initiated for items covered by 
existing specifications that do not con¬ 
tain a statement of supplier responsibil¬ 
ities, such a statement shall be included 
in invitations for bids and in subsequent 
contracts. 

After the proposed implementing in¬ 
structions are approved, the military de¬ 
partments will be advised by memoran¬ 
dum of the date for publication of the 
approved instructions. 

§ 154.8 Review and evaluation of the 
supplier's inspection procedures. In re¬ 
viewing and evaluating the supplier’s 
inspection procedures for determination 
of his conformance to the detailed sam¬ 
pling, examination and testing proce¬ 
dures prescribed in the specification and 
contract, the elements specified below 
shall be included in the review and eval¬ 
uation by the Government inspector: 

(a) Examination procedures. (1) Ob¬ 
servation of the supplier’s procedures 
concerning lot formation and segrega¬ 
tion requirements when specified; 

(2) Observation of the supplier’s sam¬ 
pling procedures or unit-by-unit exam¬ 
ination (see Supply and Logistics Hand¬ 
book H-105, dated April 27, 1954, “Ad¬ 
ministration of Sampling Procedures for 
Acceptance Inspection,” for established 
basic principles of sampling inspection); 

(3) Determination that the supplier’s 
examination includes all of the various 
characteristics or defects listed in the 
specification or contract and that exam¬ 
ination procedures comply with any 
special gaging and instrumentation 
requirements ; 

(4) Review to determine that the ac¬ 
ceptability criteria (e. g. acceptance 
numbers from appropriate sampling 
plans of MIL-STD-105 corresponding 
with the specified Acceptable Quality 
Levels (AQL) are as specified; and 

(5) Review of supplier’s screening pro¬ 
cedures when acceptability criteria for 
sampling inspection are not satisfied. 

(b> Test procedures . (1) Observation 
of the supplier’s procedures concerning 
lot formation and segregation require¬ 
ments when specified; 

<2) Observation of the supplier's 
sampling procedures or unit-by-unit 
testing (see Supply and Logistics Hand¬ 
book H-105); 

(3) Review of supplier’s schedule and 
procedures to determine that all re¬ 
quired tests are included and to deter¬ 
mine that testing methods, analyses and 
apparatus conform to specification or 
contract requirements; 

(4) Review to determine that ac¬ 
ceptability criteria for sampling for test¬ 
ing are in conformance with specification 
or contract requirements; and 

(5) Review of supplier’s 100 percent 
re-test procedures when acceptability 
criteria for sampling are not satisfied 
and 100 percent retest is appropriate. 

§ 154.9 Inspection and calibration of 
the supplier's gages , measuring and test 
equipment. In inspecting the supplier’s 
inspection equipment, the Government 
inspector will determine that the sup¬ 


plier has available and utilizes correctly 
gaging, measuring and test equipment 
of required accuracy and that the in¬ 
struments are of proper type and range 
to make measurements of the required 
accuracy. The supplier will have avail¬ 
able a set of master gages, standards and 
appropriate instruments for regularly 
scheduled calibration of his inspection 
equipment. Records of such regularly 
scheduled calibration will be main¬ 
tained by the supplier and made avail¬ 
able for review by the Government. 
Periodically, the calibration of gages, 
standards and instruments will be 
checked. 

§ 154.10 Examination of the supplier's 
inspection records. The Government in¬ 
spector will examine the supplier’s rec¬ 
ords of examinations and tests in order 
to determine that these records are per¬ 
tinent and complete regarding the de¬ 
tailed requirements of the specification 
and contract. The inspection record 
form should include provision for enter¬ 
ing information on appropriate item 
identification, lot size, acceptability cri¬ 
teria. results of examination or tests 
expressed as attributes or variables data 
and disposition of the materiel as in 
conformance or non-conformance to ac¬ 
ceptability criteria established in the 
specification or contract. 

§ 154.11 Performance of product veri¬ 
fication inspection by the Government. 
Product inspection by the Government 
inspector to verify the supplier’s com¬ 
pliance with the quality assurance pro¬ 
visions of the specification and other 
technical contract requirements, shall be 
conducted to establish that: 

<a) The supplier's inspection records 
are reliable. The Government inspector 
will perform complete or partial re-in¬ 
spection on either all of the supplier’s 
sample units represented on the records 
or a sample of these units to establish 
the reliability of the supplier’s inspection 
records. 

(b) The supplier's inspection records 
represent true product quality. The 
Government inspector will select, inde¬ 
pendently of the supplier, samples from 
submitted lots for examination and tests 
to substantiate that the supplier’s in¬ 
spection records represent the true 
quality of the product. 

Perkins McGuire, 
Assistant Secretary of Defense 

(Supply and Logistics ). 

[P. R. Doc. 57-4865; Piled, June 14, 1957; 

8:45 a. m.j 


TITLE 43—PUBLIC LANDS: 
INTERIOR 

Chapter I—Bureau of Land Manage¬ 
ment, Department of the Interior 

Appendix—Public Land Orders 
(Public Land Order 1433] 

[999186] 

California. 

REVOKING EXECUTIVE ORDER OP SEPTEMBER 
22, 1921, WHICH CREATED PUBLIC WATER 
RESERVE NO. 80 

By virtue of the authority vested In the 
President by section 1 of the act of June 
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25. 1910 (36 Stat. 847; 43 U. S. C. 141) 
and pursuant to Executive Order No. 
10355 of May 26. 1952. it is ordered as 
follows: 

The Executive order of September 22. 
1921, which withdrew the following-de¬ 
scribed public lands in California as 
Public Water Reserve No. 80, is hereby 
revoked: 

San Bernardino Meridian 

T.3S..R.4E., 

Sec. 34, SW‘/4. 

The area described contains 160 acres. 


Effective at 10:00 a. m., on July 16, 
1957, the lands will become subject to 
application, petition, location, offer or 
selection under the public land laws, in¬ 
cluding mining for nonmetalliferous 
minerals. They have been open to 
metalliferous mining location, and to 
mineral leasing. 

This revocation Is made in furtherance 
of a proposed exchange under section 8 
of the act of June 28, 1934, as amended 
by section 3 of the act of June 26, 1936 
(48 Stat. 1272; 49 Stat. 1976; 43 U. S. C. 
315g) by which the offered lands will 


benefit a Federal land program. This 
opening is, therefore, not subject to the 
provisions contained in the act of Sep¬ 
tember 27, 1944 (58 Stat. 747; 43 U. S. C. 
279-284) as amended, granting prefer¬ 
ence rights to veterans of World War II, 
the Korean Conflict, and others. 

Hatfield Chilson, 

Under Secretary of the Interior. 

June 10, 1957. 

[P. R. Doc. 57-4870; Piled, June 14, 1957: 
8:45 a. m.] 


NOTICES 


DEPARTMENT OF COMMERCE 

Federal Maritime Board 

[Docket No. 8011 

Truck Loading and Unloading of Water¬ 
borne Cargo at New York 

notice of investigation and of hearing 

On September 14, 1956, the Board en¬ 
tered the following order: 

It appearing that the parties named in 
Appendix A hereto have entered into an 
agreement known as the Truck Loading and 
Unloading of Waterborne Freight Agreement 
in their capacity as terminal operators in 
the Port of Greater New York and vicinity 
which agreement has been approved by the 
Federal Maritime Board, as P. M. B. Agree¬ 
ment No. 8005, pursuant to section 15 of 
the Shipping Act, 1916, as amended (46 
U. S. C. 814); and 

It further appearing that pursuant to 
said Agreement No. 8005 the parties Issued 
on August 15, 1956 a new Tariff No. 3, to be¬ 
come effective September 15, 1956, cancelling 
Tariff No. 2, and showing rates, charges, rules 
and regulations with respect to services of 
loading or unloading, or assisting in loading 
or unloading of waterborne freight onto or 
from trucks at piers in the port of Greater 
New York and vicinity; and 

It further appearing that protests against 
the rates, charges, rules and regulations set 
forth in said Tariff No. 3, having been re¬ 
ceived from importers, truckers and others, 
both individually and through their associa¬ 
tions, alleging that the rates, charges, rules 
and regulations specified therein are excessive 
and that the practices to be followed by the 
parties to this tariff are unjust and unreason¬ 
able and have been promulgated without con¬ 
sultation with protestants; 

It is ordered , That a proceeding of Inquiry 
be instituted upon the Board’s own motion, 
in the exercise of its powers and duties under 
sections 15, 17 and 22 of the Shipping Act, 
1916, as amended (46 U. S. C. 814, 816 and 
821) to determine (1) whether the rates, 
charges, rules and regulations set forth in 
Tariff No. 3 of the Truck Loading and Unload¬ 
ing Waterborne Freight Agreement (P. M. B. 
Agreement No. 8005) are detrimental to the 
commerce of the United States, and (2) 
whether the practices resulting from the 
adoption of said tariff are unjust and unrea¬ 
sonable practices for or in connection with 
the receiving, handling, or delivering of prop¬ 
erty: and 

It is further ordered, That all parties named 
in Appendix A be. and they are hereby, made 
respondents in this proceeding; and 


It is further ordered. That this order be 
published in the Federal Register, and that 
a copy of such order be served upon each of 
said respondents; and 

It is further ordered. That a copy of such 
order be furnished each of the protestants; 
and 

It is further ordered, That this proceeding 
be assigned for hearing before an examiner of 
the Hearing Examiner’s Office at a date and 
place to be fixed by the Chief Examiner. 

Appendix A 

American Export Lines, Inc., Pier P, Jersey 
City. N. J. 

American President Lines, Ltd., 29 Broad¬ 
way, New York 6, N. Y. 

American Stevedores, Inc., 90 Broad Street, 
New York 4. N. Y. 

Anchor Terminal Service Co., Inc., 90 
Broad Street, New York 4, N. Y. 

Associated Operating Co., The, 25 Broad¬ 
way, New York 4, N. Y. 

Atlantic Stevedoring Co., Inc., 17 Battery 
Place, New York 4, N. Y. 

Bay Ridge Operating Co., Inc., 34 White¬ 
hall Street. New York 4. N. Y. 

Bull-Insular Line, Inc., 115 Broad Street, 
New York 4. N. Y. 

John T. Clark and Son, 17 State Street. 
New York 4. N. Y. 

Commercial Stevedoring Co., Inc., 42 
Broadway. New York 4, N. Y. 

Compagnie Generale Transatlantique 
(French Line), Pier 88, North River, New 
York. N. Y. 

Cunard Steam-Ship Co.. Ltd., The, 25 
Broadway, New York 4, N. Y. 

Flota Mercante Grancolombiana, S. A.. 
Transportadora Grancolombiana, Ltda., 52 
Wall Street. New York 5, N. Y. 

Grace Line, Inc., Three Hanover Square, 
New York 4. N. Y. 

International Terminal Operating Co., Inc., 
27 Whitehall Street, New York 4, N. Y. 

Maher Stevedoring Co., Inc., 39 Broadway 
New York 6, N. Y. 

Marra Bros., Inc., 725 Court Street. Brook¬ 
lyn 31, N. Y. 

Maude/James Inc., 121 31st Street, Brook¬ 
lyn. N. Y. 

John W. McGrath Corp., 39 Broadway, New 
York 6. N. Y. 

Mersey & Hudson Wharfage Corp., 17 
Battery Place, New York 4, N. Y. 

Moore-McCormack Lines, Inc., Five Broad¬ 
way, New York 4, N. Y. 

Nederlandsch-Amerikaansche 8toomvaart 
Maatschappy "Holland-Amerika Lyn” (Hol¬ 
land America Line), 29 Broadway, New York 
6 , N. Y. 

Norwegian America Line Agency. Inc., 24 
State Street, New York 4, N. Y. 


Packet Shipping Corp., 39 Broadway, New 
York 6, N. Y. 

Pioneer Terminal Corp., 17 Battery Plact, 
New York 4, N. Y. 

Pittston Stevedoring Corp., 17 Battery 
Place. New York 4, N. Y. 

Seaboard Contracting Co., Inc., 8th Street 
Pier. Hoboken. N. J. 

Sealand Dock & Terminal Corp., 155 West 
Street, Brooklyn 22, N. Y. 

Jules S. Sottnek Co., Inc., 17 Battery Place, 
New York 4. N. Y. 

Sottnek Terminal Corp., 17 Battery Place, 
New York 4,' N. Y. 

Standard Terminals. Inc., 80 Broad Street, 
New York 4. N. Y. 

States Terminal Corp., Pier 51. North Ri?er, 
New York 14. N. Y. 

Transoceanic Terminal Corp., 63 Broad 
Street, New York 4, N. Y. 

Turner & Blanchard, Inc., 21 State Street, 
New York 4, N. Y. 

United Port Service Co.. The, 26 Beaver 
Street, New York 4, N. Y. 

Universal Terminal & Stevedoring Corp., 
24 State Street, New York 4. N. Y. 

Ward-Garcia. S. A., Pier 34. North River, 
New York 13, N. Y. 

West Coast Line, Inc., 67 Broad Street, 
New York 4, N. Y. 

This proceeding has been consolidated 
with Docket No. 800, Empire State High¬ 
way Transportation Association, Inc. and 
New Jersey Motor Truck Association, 
Inc., v. American Export Lines, Inc., et 
al., and scheduled for hearing in Room 
705, 45 Broadway, New York, New YorK, 
on June 24,1957, beginning at 10:00 a. m. 
e. d. t. J f „ 

The hearing will be conducted in ac¬ 
cordance with the Board’s rules of prac¬ 
tice and procedure, and a recommended 
decision will be issued by the Examiner. 
All persons (including individuals, cor¬ 
porations, associations, firms, partner¬ 
ships, and public bodies) having an in¬ 
terest in these proceedings and desiring 
to intervene therein should promptly no¬ 
tify the Secretary of the Board and nie 
petitions for leave to intervene m ac¬ 
cordance with Rule 5 (n) of said ru 
(46 CFR 201.74). 


By order of the Board. 

Dated: June 13,1957. 

James L. Pimper, 
Secretary- 

[P. R. Doc. 57-4909; Piled, June H. I* 57 ’ 
8:52 a. m.J 






Saturday , June 15, 1957 

(Docket No. 821] 

American Export Lines, Inc., et al. 

notice of investigation and of hearing, 
and of consolidation of proceedings 

In the matter of Agreement No. 8005-1 
between American Export Lines, Inc., 
American President Lines, Ltd., Bull In¬ 
sular Line, Inc., American Stevedores, 
Inc., International Terminal Operating 
Co Inc., et al.; Docket No. 821. 

On June 13. 1957, the Board entered 
the following order: 

It appearing that pursuant to section 15 
of the Shipping Act, 1916, an agreement has 
been filed for approval which has been as¬ 
signed Federal Maritime Board Agreement 
No. 8005-1 between American Export Lines, 
Inc.. American President Lines, Ltd., Bull 
Insular Line, Inc., American Stevedores, Inc., 
International Terminal Operating Co., Inc., 
et al.; and 

It further appearing that a notice of the 
filing of said agreement was published In the 
Federal Register of May 9. 1957 (22 F. R. 
3263) pursuant to section 3.01 of Adminis¬ 
trator's Order No. 166; and 
It further appearing that a Protest against 
approval of Agreement No. 8005—1, and Re¬ 
quest for Hearing and Investigation was filed 
Jointly by the Empire State Highway Trans¬ 
portation Association, Inc., and the New 
Jersey Motor Truck Association, Inc., in 
which it is alleged that the proposed 
amendment is on its face discriminatory, 
unreasonable, unfair and contrary to sec¬ 
tion 15 in that certain persons may be pro¬ 
hibited from loading and unloading water¬ 
borne cargo to and from trucks even though 
those persons may render such services pur¬ 
suant to provisions of the New York-New 
Jersey Waterfront Commission Compact, to 
which Congress consented by Public Law 
262. 83d Congress; and 
It further appearing that the protestants 
request a hearing and that the proceeding 
be consolidated with the proceedings in 
Docket Nos. 800 and 801 and the parties to 
those proceedings do not oppose such con¬ 
solidation, now therefore. 

It is ordered. That the request of the afore¬ 
mentioned protestants for a hearing be 
granted and that an investigation be and it 
is hereby Instituted by the Board on its 
own motion pursuant to section 22 of said 
act, to determine whether operations under 
Agreement 8005-1; 

1. Will make or give any undue or unrea¬ 
sonable preference or advantage to any par¬ 
ticular person, locality, or description of 
traffic in any respect whatsoever, or to sub¬ 
ject any particular person, locality, or de¬ 
scription of traffic to any undue or unreason¬ 
able prejudice or disadvantage in any respect 
whatsoever, in violation of section 16, First 
of said act, or 

2. Will result in the establishment, observ¬ 
ance or enforcement of unjust or unreason¬ 
able regulations or practices in violation of 
section 17 of said act, or 

3. Will be unjustly discriminatory or un¬ 
fair as between carriers, shippers, exporters, 
importers, or ports, or between exporters 
from the United States and their foreign 
competitors or to operate to the detriment 
°f the commerce of the United States within 
toe meaning of section 15 of said act; and 

U is further ordered. That all parties 
named as respondents In Docket No. 801. be, 
and they are hereby, made respondents in 
tois proceeding; and 

U is further ordered, That this order be 
Published in the Federal Register, and that 
a copy of such order be served upon each 
°f said respondents; and 
rt is further ordered, That a copy of such 
order be furnished each of the protestants; 
and 
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Tt is further ordered, That this proceeding 
be assigned for hearing before an examiner 
of the Hearing Examiners’ Office in consolida¬ 
tion with proceedings in Dockets Nos. 800 
and 801. 

Pursuant to the above order, hearing 
in this proceeding will be held in con¬ 
solidation with the hearing in Docket 
No. 800, Empire State Highway Trans¬ 
portation Association, Inc., and New Jer¬ 
sey Motor Truck Association. Inc. v. 
American Export Lines, Inc., et al.. and 
Docket No. 801, Truck Loading and Un¬ 
loading of Waterborne Cargo at New 
York—Investigation of Rates and Prac¬ 
tices of Parties to Agreement No. 8005, 
now scheduled to be held before Ex¬ 
aminer A. L. Jordan, in Room 705, 45 
Broadway, New York, N. Y., on June 24, 
1957, beginning at 10 o’clock a. m., e. d. t. 
The hearing will be conducted in accord¬ 
ance with the Board’s rules of practice 
and procedure, and a recommended de¬ 
cision will be issued by the Examiner. 

AD persons (including individuals, 
corporations, associations, firms, part¬ 
nerships, and public bodies), having an 
interest in this proceeding and desiring 
to intervene therein, should promptly 
notify the Secretary of the Board and 
file petitions for leave to intervene in 
accordance with Rule 5 (n) of said rules 
of practice and procedure (46 CFR 
201.74). \ 

Dated: June 13, 1957. 

By order of the Federal Maritime 
Board. 

James L. Pimper, 

Secretary. 

IF. R. Doc. 57-4942; Filed. June 14. 1957; 

8:53 a. m.] 


Office of the Secretary 

(Dept. Order No. 139 (Revised) 1 

Chairman of the Civil Aeronautics 
Board 

delegations of authority 

The following supersedes the material 
appearing in 17 F. R. 2899 and amends 
the material appearing in 20 F. R. 3835 
during the term of the delegation made in 
section 2 hereof: 

Section 1. Purpose. The purpose of 
this order is to delegate to the Chairman 
of the Civil Aeronautics Board pursuant 
to Executive Order 10219 and underlying 
authorities, certain authority relating to 
air transportation conferred on the Sec¬ 
retary of Commerce by Executive Order 
10219; and to designate the Chairman 
of the Civil Aeronautics Board to present 
aiicraft supply and requirements infor¬ 
mation pursuant to Defense Mobilization 
Order VII-5. 

Sec. 2. Delegation of authority. 
.01 There is hereby delegated to the 
Chairman of the Civil Aeronautics 
Board the authority conferred upon the 
Secretary of Commerce by Section 301 
(b) (2) of Executive Order 10219 and 
underlying authorities, to formulate 
plans and programs for, initiate actions 
for, and carry out such distribution and 
redistribution of civil aircraft among 
the civil air carriers as may be neces¬ 
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sary to assure the maintenance of es¬ 
sential civil routes and services after 
allocation of aircraft has been made to 
the Department of Defense. 

.02 In exercising the authority herein 
delegated, the Chairman of the Civil 
Aeronautics Board shall act only after 
consultation with the Defense Air Trans¬ 
portation Administrator so that the ac¬ 
tions taken by the Chairman of the Civil 
Aeronautics Board under this order will 
be taken with knowledge of the actions 
taken by the Defense Air Transportation 
Administrator under Department of 
Commerce Order No. 137 (Amended). 
The Defense Air Transportation Ad¬ 
ministrator shall effectuate the necessary 
coordination among Government agen¬ 
cies and the Defense Air Transportation 
Administration shall be the coordinating, 
rather than the action, agency for the 
functions herein delegated to the Chair¬ 
man of the Civil Aeronautics Board. 

Sec. 3. Designation to present sup¬ 
ply and requirements information. .01 
Pursuant to authority vested in the Sec¬ 
retary of Commerce by Defense Mobiliza¬ 
tion Order VII-5, as amended, the Chair¬ 
man of the Civil Aeronautics Board is 
hereby designated to present supply and 
requirements information with respect 
to new civil aircraft and concurrent 
spares for U. S. air carriers to the Office 
of Defense Mobilization through, and 
when requested by, the Assistant Director 
of Industrial Mobilization, Business and 
Defense Services Administration, Depart¬ 
ment of Commerce. 

.02 The responsibility assigned herein 
may be reassigned to the extent deemed 
necessary by the Chairman, Civil Aero¬ 
nautics Board. 

Effective: May 27,1957. 

Sinclair Weeks, 
Secretary of Commerce. 

| F. R. Doc. 57-4877; Filed. June 14. 1957; 
8:47 a. m.] 


[Dept. Order No. 86. Amdt. 2] 

Civil Aeronautics Administration 
amendment of organization and 

FUNCTIONS 

The material appearing in 21 F. R. 
7027-30 is amended as follows: 

The purpose of this amendment is to 
provide for the reasignment of functions 
within the Office of Airports and to re¬ 
define the functions of that Office. De¬ 
partment Order 86 (Amended) of July 
1, 1956, is amended by changing subsec¬ 
tion 3 of section 6.01 to read as follows: 

(3) The Office of Airports plans, di¬ 
rects, coordinates, and controls CAA air¬ 
port activities, exclusive of the operation 
and administration of the Washington 
National Airport and other Federally- 
owned and operated civil airports in the 
Continental United States, and its ter¬ 
ritories and possessions; reviews pro¬ 
posed projects and related plans and 
specifications for the development or 
improvement of Federal airports con¬ 
structed, operated or maintained by the 
agency in order to ensure conformance 
with CAA airport policies, technical 
standards and planning criteria, and 
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makes appropriate recommendations to 
the Office of the Administrator; develops 
and coordinates plans for the construc¬ 
tion of a second major airport for Wash¬ 
ington, D. C., and conducts necessary ne¬ 
gotiations and monitors construction ac¬ 
tivities; develops and issues policies, 
standards, procedures and other instruc¬ 
tions as required to govern the adminis¬ 
tration of the Federal-aid Airport Pro¬ 
gram; fosters the establishment of a 
national system of airports suitable or 
adaptable to the future needs of civil 
aviation and national security, and de¬ 
velops, revises and coordinates the Na¬ 
tional Airport Plan for the establishment 
and maintenance of such a system, as re¬ 
quired by the Federal Airport Act; main¬ 
tains liaison within the agency, other 
Governmental and private agencies con¬ 
cerning agreements on military use of 
civil airports and disposal of Govern¬ 
ment property for airport purposes; rec¬ 
ommends disposition of surplus property 
for airport purposes under provisions of 
the Surplus Property Act, as amended, 
and secures adherence to the terms of 
agreements with the Federal Govern¬ 
ment under which such property is con¬ 
veyed to public agencies; develops, for 
issuance by the Administrator, regula¬ 
tions governing the administration of the 
Federal-aid Airport Program, and the 
transfer of Federally-owned land for air¬ 
port use under the Federal Airport Act; 
effects compliance with laws and regula¬ 
tions affecting the operation of civil air¬ 
ports constructed with Federal funds; 
develops and issues policies, standards, 
procedures and other instructions re¬ 
quired for the administration of the 
agency’s airport development program, 
which program includes the development 
and interpretation of technical engineer¬ 
ing standards for airport design and con¬ 
struction, and furnishing advisory and 
consulting services to States, municipali¬ 
ties, civic groups, foreign governments 
and private interests in the planning of 
airport development and in the prepara¬ 
tion of designs for individual airport 
projects; develops and recommends the 
agency position on matters involving 
technical airport engineering standards 
for consideration by the Air Coordinat¬ 
ing Committee, International Civil Avia¬ 
tion Organization, or other national or 
international groups, and as assigned, 
provides technical assistance or repre¬ 
sentation in such groups in the formula¬ 
tion of nation-wide and world-wide tech¬ 
nical airport engineering standards; 
formulates policies, standards, proce¬ 
dures, and definitions for the collection 
of airport facility data, and ensures the 
maintenance and availability of such 
data. The Office of Airports has an En¬ 
gineering Division, Planning Division, 
Program Administration Division, and 
Technical Coordination Division. 

Effective: May 27, 1957. 

Sinclair Weeks. 

Secretary of Commerce . 

[P. R. Doc. 57-4878; Filed, June 14, 1957; 

8:47 a. m.] 


DEPARTMENT OF THE INTERIOR 

Bureau of Indian Affairs 

[Aberdeen Area Office Redelegation Order 2, 
Amdt. 5] 

Superintendents and Other Designated 
Employees 

redelegation of authority with respect 
to credit functions 

Order 2 (19 F. R. 8756), as amended, 
is further amended by addition of the 
following new sections under the 
heading; 

FUNCTIONS RELATING TO CREDIT MATTERS 

Sec. 2.134 Loan security . The ap¬ 
proval of mortgages of trust chattels and 
crops on trust or restricted land of an 
Indian, and assignments of income from 
trust or restricted land of an Indian as 
security for a loan by any lender. 

Sec. 2.135 Assignments of trust prop¬ 
erty. The approval of assignments of 
any trust property of an Indian, except 
land, and authority to act as the Indian’s 
attorney in fact to execute leases on any 
trust land in which the Indian borrower 
may have an interest and to apply the 
rentals on the Indian’s indebtedness, for 
a loan made pursuant to 25 CFR Parts 
21 and 23. 

Sec. 2.136 Release of United States 
interests. The release of interests of the 
United States in any trust or restricted 
property of an Indian, except land. 

Leslie M. Keller, 
Acting Area Director. 

Approved: June 11, 1957. 

Glenn L. Emmons, 

Commissioner. 

[F. R. Doc. 57-4868; Filed, June 14, 1957; 
8:45 a. m.] 


Bureau of Reclamation 

[Public Notice 11 

Missouri River Basin Project, 
Wyoming 

availability of water for public and 

PRIVATE LANDS AND OPENING OF PUBLIC 

LANDS TO ENTRY 

May 31, 1957. 

Missouri River Basin Project, Wyom¬ 
ing, Bighorn Basin Division, Hanover- 
Bluff Unit. 

Public notice announcing availability 
of water for public and private lands 
and opening of public lands to entry. 

LANDS COVERED 

Section 1. Lands for which water will 
he available. Water will be available for 
the irrigation season of 1958 and there¬ 
after for certain irrigable lands on the 
Hanover-Bluff Unit, Missouri River 
Basin Project, as shown on approved 
farm unit plats on file in the office of 
the Bureau of Reclamation. P. O. Box 
839, 1731 Sheridan Avenue, Cody, 

Wyoming, and in the Land and Survey 
Office. Bureau of Land Management, 
P. O. Box 578, Cheyenne, Wyoming. 

Applications may be made in accord¬ 
ance with this notice, beginning at 2 
p. m.. June 14, 1957, for a certificate of 
qualification which will entitle the 
holder to file an application for entry 
on the public lands shown on the plats. 
In order to permit the continued orderly 
development and settlement of project 
lands, this public notice is issued irre¬ 
spective of there being pending appli¬ 
cations for exchange pursuant to the 
act of August 13, 1953 (67 Stat. 566), and 
regulations for the administration 
thereof. 

The lands to which this notice per¬ 
tains are described as follows: 


SIXTH PRINCIPAL MERIDIAN, WYOMING 
Public Land 


. HIOHLAND-nAXOVER AREA 


Section 

or 

tract 

Farm 

unit 

Description 

• 

Total 

irrigable 

acres 



Township 40 North, Range 9t West 


4 

• 

A 

P 

BH St*NWW. 8KNWSKNWK, S^NHN^S^NWK. NEtfSWtf, NWWK, 
NHSW^SW^, SEKSWH. Section 4; Lots 16 and 18, Section 6; NL^NW^, 
K 1 T\ w)XN wJi, SEKN W»X. Section 9. , „ 

Lots 6, 7 and 10, SW^NE^, N^N^NUSi^NW}*. Section 4; Lot 14, Section 5; 

Lot 2, Section 32, T. 47 N., R. 92 W.; Lots 5, 8 and 13, Section 33. 

Lous 10 and 12, NEKSW^. SWWSWK. SF.KSWW, SW^SWUSE^, Section 5; 
Lots 12 and 14. Section 6: S.EKNKtfNEtf, E^NWtfNRKNEK, NWJ^NWK 
NEWNEtf. N»4SEtfNK*XNKK, Section 7; NHNW \i NVVNE H, N^NEK 
NWJ4. NW^XNWlX, Section 8. 0 

Lots 8, 13, 15, 20. 22. Section 5; Lot 9, Section 4; Lots 1, 4 and 6 NEtfSEK, Section 
32, T. 47 N. f R. 92 W.; Lot 7, Section 33, T. 47 N., R. 92 W. 

158 

1« 

5 

B 

IS 

5 

E 

100 



Township 46 North, Range 93 West 

!» 

24 

A 

Lots 2 and 4, Tract 2, SW^NEtf, NW^SE^, SE^SEK, Section 24; Tracts 96-C, 
77-A, and 77-B. 


UPPER BLUFF AREA 




Township £5 North, Range 94 West 

143 

2 

A 

Tracts 1. 3. and 5, Lots 7, 8. and 18. Section 2: Lot 22, Section 3; 8E^8WK8WM. 
SWKSEtfSWti, NE^SE^, 8HNW^SEK. KJ4&WHSB& EJ-4NWKSWK 
SEtf, S EH3EM, Section 35, T. 46 N., R. 94 W. 
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HXTH PRINCIPAL MERIDIAN, WYOMING 
Private Land 

IllGHLAND-HANOVER AREA 


Section 

or 

tract 


127 


Description 


Total 

inipibto 

acres 


Township Ifi North, Range 99 West 

Tract... 

8 WXNEK... 

BWtfNWffc-. 

S K M S W Xf. 

KBK.S1 


afifc 


SWKSBK- 

Tract 2.. 


sev^nek-- 

Lot 9...-- 

Ix)t 5-- 

. -. 

i>ot — 

L©t 10 .. 

Lot 12.—----—-- 

Lot 14.— 

Lot 15— 

Ix»t It).....*»•*•-**-•---■*»**•*• 

NWKNEtf. - 

SW^XE^-- 

n e^s e$. ninimimrimiiiiiii' 

l/Ot 8. 


UM «... 

Ix)t 25_ 

Tract 2... 

38-A_ 

38-E_ 

38-0.« 


38-U___ 

38-1_ 

38-J_ 

38-K_ 


Totcnship 47 North, Range 99 West 


NEtf8WV 

SEKSWtf. 


..._ 

SE^NEW .. 

NEtfNW] 
SE^XWJ 
NEWSW] 
swjjsw 
SKKSWJ 
ne^se 

XWW8E 

sw^se: 

SF.^SE' 

SW 



W 
W 
J8W 
NWK8 1 
SWtfSW] 
8EV*8W 
NE^SE 
NWWSfi 
SW><SE' 
SEliSEk 
NE^NEl 
NW 
SWLXk 

sej^ne; 

SEV^N^V- 
xw » 4 S\V 
h\v» 4 sw 
NEHSEJ,. 


8KK9EK.... 

ne&sew_ 

gWMSES_ 

SENSEI?_ 


KEOT 

sw^xkj?...;... 

NE^SWK. 




Toicn«Aip AVtt, /?oapc 95 West 

J^ot 2 - 

Lot air:— ~~~ 7 ;. ~~~ 

Lot 4- 


SIXTH PRINCIPAL MERIDIAN, 
W VOMING—Continued 

Private Land— Continual 

niGiTLAND-HANOVER area— continued 


10 

21 

7 

22 

38 

38 
9 

19 

13 

41 

7 

29 

32 

39 

24 

33 
3t 
28 

11 
5 

32 

34 
31 

40 

35 
18 

40 

31 
19 

12 
3 
2 

35 

32 

8 

41 
39 
31 


31 

19 

39 

19 

13 

12 

22 

1 

31 

31 

38 

34 

37 
24 
10 
10 

38 

31 
22 

32 
23 

9 
28 
38 

37 

36 

35 
30 
21 

33 

33 
4 

10 
30 
32 

38 

37 

34 
6 

18 

12 

28 


11 

5 
35 
37 
16 

6 
20 
10 
40 


12 

10 

34 

41 


Section 

or 

tract 

Description 

Total 

irriraUe 

acres 


Tou nih.p 46 North, Range 93 West— 
Continued 


13 

Lot 5.. 

Tract 1. . 

25 

34 


Tract 3..-. 

26 


SWtfNEk. 

nwkskk... 

SW&SEJi.„. 

37 

40 

33 

24 

28 

Tract 1--.. 

I*)t 1. 

35 

48 

T.nt 2 , 

50 


I»t 3_ ..._ 

47 


Lot 4... 

35 

27 

Lot 1 . 

34 

Lot 2____ 

13 


RWtpKtf . 

l 

4! 

72 

41-A__ 

24 

31 

73 

73-B .... 

32 

5 


73-D___ 

5 


73-E.... 

36 


73-F . 

37 


73-G ... __ 

36 

74 

73-11. 

39 

67 

75 

75-B 

102 

98 

«-a~ _/ -I_:::::::::::: 

27 

98-B . 

13 

99 


39 

101 


23 

103 


14 



UPPER BLUFF AREA 

3 

16 

Lot 10--- 

Lot 11_ 

Lot 3_.*_... 

5 

18 

47 

Lot 4. 

15 


Lot 5......._...._ 

31 

17 

NWKSW&.... 

NEHffEH.... 

RRlfSKt4 

38 

5 

23 

20 

Lot l_ 

32 

Lot 2. 

11 


Lot 4_______..... 

19 

11 


Lot 6.. 

1 


N Wj-iNEM—. 

5 

21 

Lot 1___ 

18 

54 


6 

GO 

_ _ . _ _ 

25 

G0-D 

22 

61 


56 

62 


8 

87 


10 

88 


1 

89 


4 

91 

91-A... . . 

11 


1 

115 


18 

116 


31 

117 


91 

119 


19 

121 


3 

Township 45 North, Range 94 West 

1 

Tract 3.... 

6 

2 

T.nt 11 

40 


Lot 19. 

29 


Tr«c* 2 ... rr _ _„ 

38 


Tract 4___ 

9 


Tract 6. 

VKUfiWU. 

5 

2 

3 

NW&8BH. 

Lot 12..... 

11 

23 


I.tit 13 ____ 

29 


Lot 14___ 

] 


Lot 24. 

5 

42 


16 



State Land 



HKIHLAND-IIANOVER AREA 



Township 4G North, Range 99 West 


39 

NEtfNEW. .. . 

NWtfNEH. 

26 

22 


SE^NEtf ... 

NE&XWft_ 

5 

7 


Township 47 North, Range 9t West 


16 

NW&RELf_ 

14 


flWWRFLf.. 

32 


SE^SEH_ 

1 


SIXTH PRINCIPAL MERIDIAN, 
WYOMIN U—Continued 

State Land—C ontinued 

UPPER BLUFF AREA 


Section 

or 

tract 


Description 


Total 

Imzable 

acres 


Township 48 North, Range 95 West 


93 


Lot 12.. 
Lot I.... 

Lot 2_ 

Lot 4 


Lot 6. 

I<ot 1_ 

Lot 2. 

Lot 1- 

92-A. 

92-B.. 

92-C__... 

92-D. 


0 

3 

12 

5 
1 

24 

15 

6 
32 
>5 
30 
28 

7 


43 


TOwnship 46 North, Ranges 95 and 94 
West 

NEWNE#.. 

NWKNEW. 

SW^NEK._ 

W&—=== 

SSgrfczz:= 

8WKSWJZ.. 

SEWSWJi.__— 

NWJ48E#.. 

SW&SEJi._ 


1 

2 

21 

2 

12 

29 

24 

31 

38 

8 

8 


Sec. 2. Limit of acreage for which 
entry may he made or water secured. The 
public lands covered by this notice have 
been divided into farm units. Each of 
the farm units represents the acreage 
which, in the opinion of the Secretary of 
the Interior, may reasonably be required 
for the support of a family upon such 
land. The areas in the different units 
are fixed at the amounts shown upon the 
farm unit plats referred to in section 1 
of this notice. The maximum acreage 
of land in private ownership for which 
application for delivery of water may be 
made is 160 acres of irrigable land for 
each landowner. 

Sec. 3. Nature of preference . Except 
for a prior preference given applicants 
for exchange of farm units under the 
provisions of the act of August 13, 1953 
(67 Stat. 566). who are hereinafter called 
"exchange applicants/* a preference 
right shall be given to applications which 
are made by certain veterans (and in 
some cases by their wives, husbands, or 
guardians of minor children) and which 
are filed within 90 days after the open¬ 
ing of the lands. The five classes of per¬ 
sons who are entitled to this veterans 
preference are set forth in section 4 of 
this notice. 

Therefore, except for those received 
from qualified exchange applicants, 
which shall be given prior preference, 
applications for farm units on public 
lands covered by this notice which are 
made by persons coming within one of 
the five classes listed in section 4 of this 
notice will be given first consideration if 
submitted before 2 p. m., September 12, 
1957. 

In order to be eligible to receive farm 
units, all applicants, other than qualified 
exchange applicants, whether or not en¬ 
titled to veterans preference, must pos- * 
sess the necessary qualifications as to 
industry, experience, character, capital, 
and physical fitness (see section 7 of this 
notice) and (except for duly appointed 
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guardians) must be qualified to make 
entry under the homestead laws. 

Sec. 4. Persons entitled to veterans 
preference. The classes of persons who 
are entitled to the veterans preference 
described in section 3 of this notice are as 
follows: 

(a) Persons, including those under 21 
years of age, who have served in the 
Army, Navy, Marine Corps, Air Force, or 
Coast Guard of the United States for a 
period of at least 90 days at any time be¬ 
tween September 16,1940, and the official 
termination of the Korean conflict, and 
who have been honorably discharged. 

<b) Persons, including those under 21 
years of age, who have served in the 
Army, Navy, Marine Corps, Air Force, or 
Coast Guard during the period described 
in subsection (a) of this section, regard¬ 
less of length of service, and who have 
been discharged on account of wounds 
received or disability incurred during 
such period in the line of duty, or subse¬ 
quent to a regular discharge, have been 
furnished hospitalization or awarded 
compensation by the Government on ac¬ 
count of such wounds or disability. 

(c) The spouse of any person in either 
of the first two classes listed in this sec¬ 
tion. if the spouse has the consent of such 
person to exercise his or her preference 
right and submits written proof of such 
consent with the application. (See sec¬ 
tion 8 of this notice regarding provision 
that a married woman must be head of 
a family.) 

(d) The surviving spouse of any per¬ 
son in either of the first two classes listed 
in this section, or in the case of the death 
or marriage of such spouse, the minor 
child or children of such person, by a 
guardian duly appointed and officially 
accredited at the Department of the 
Interior. 

(e) The surviving spouse of any per¬ 
son whose death has resulted from 
wounds received or disability incurred in 
line of duty while serving in the Army, 
Navy, Marine Corps, Air Force, or Coast 
Guard during the period described in 
subsection (a) of this section, or in the 
case of the death or marriage of such 
spouse, the minor child or children of 
such person, by a guardian duly ap¬ 
pointed and officially accredited at the 
Department of the Interior. 

Sec. 5. Definition of honorable dis¬ 
charge. An honorable discharge means: 

(a) Separation from the service by 
means of an honorable discharge or by 
the acceptance of resignation or a dis¬ 
charge under honorable conditions. 

(b) Release from active duty under 
honorable conditions to an inactive 
status, whether or not in a reserve com¬ 
ponent or retirement. 

Any person who obtains an honorable 
discharge as herein defined shall be en¬ 
titled to veterans preference even though 
such person thereafter resumes active 
military duty. 

QUALIFICATIONS REQUIRED BY THE RECLAMA¬ 
TION AND HOMESTEAD LAWS 

Sec. 6. Examining Board. An exam¬ 
ining board of 3 members, including the 
Head, Land Use Section, Project Devel¬ 
opment Division, Yellowstone-Bighorn 
Projects Office, who will act as secretary 


of the board, has beea approved by the 
Commissioner of Reclamation to deter¬ 
mine the qualifications and fitness of 
applicants to undertake the development 
and operation of a farm on the Hanover- 
Bluff Unit. The board will make careful 
investigations to verify the statements 
made by applicants. Any false state¬ 
ment may constitute grounds for rejec¬ 
tion of an application, cancellation of 
award, or cancellation of an entry. 

Sec. 7. Minimum qualifications. This 
section sets forth the minimum qualifica¬ 
tions which are necessary to give reason¬ 
able assurance of success of an entryman 
or entrywoman on a Reclamation farm 
unit. Applicants, unless qualified ex¬ 
change applicants, must, in the judg¬ 
ment of the examining board, meet these 
qualifications in order to be considered 
for entry. Failure to meet them in any 
single respect will be sufficient cause for 
rejection of an application. No credit 
will be given for qualifications in excess 
of the required minimum. 

The minimum qualifications are as 
follows: 

(a) Character and industry. An ap¬ 
plicant must be possessed of honesty, 
temperate habits, thrift, industry, 
seriousness of purpose, record of good 
moral conduct, and a bona fide intent 
to engage in farming as an occupation. 

(b) Farm experience. Except as other¬ 
wise provided in this subsection, an ap¬ 
plicant must have had a minimum of 
two years* (24 months) full-time farm 
experience, which shall consist of par¬ 
ticipation in actual farming operations, 
after attaining the age of 15 years. Time 
spent in agricultural courses in an ac¬ 
credited agricultural college or time 
spent in work closely associated with 
farming, such as teaching vocational 
agriculture, agricultural extension work, 
or field work in the production or mar¬ 
keting of farm products, which, in the 
opinion of the board, will be of value to 
an applicant in operating a farm, may be 
substituted for full-time farm experi¬ 
ence. Such substitution shall be on the 
basis of one year (academic year of at 
least nine months) of agricultural college 
courses or one year (twelve months) of 
work closely associated with farming for 
six months of full-time farm experi¬ 
ence. Not more than one year of full¬ 
time farm experience of this type will be 
allowed. A farm youth who actually 
resided and worked on a farm after at¬ 
taining the age of 15 and while attend¬ 
ing school may credit such experience as 
full-time experience. 

Applicants who have acquired their ex¬ 
perience on an irrigated farm will not 
be given preference over those whose ex¬ 
perience was acquired on a nonirrigated 
farm, but all applicants must have had 
farm experience of such a nature as, in 
the judgment of the examining board, 
will qualify the applicants to undertake 
the development and operation of an 
irrigated farm by modern methods. 

(c) Health. An applicant must be in 
such physical condition as will enable 
him to engage in normal farm labor. 

(d) Capital. An applicant must pos¬ 
sess assets worth at least $4,500 in excess 
of liabilities, both at the time of qualify¬ 
ing and at the time of his entry upon 


the unit. Assets must consist of cash, 
property or assets readily convertible into 
cash, or assets such as livestock, farm 
machinery and equipment, which, in the 
opinion of the board, will be useful in the 
development and operation of a new, 
irrigated farm. No value will be allowed 
for household goods or passenger car. 
An applicant may be required to furnish 
a certified financial statement showing 
all of his assets and all of his liabilities. 
(See section 15 of this notice.) Assets 
not useful in the development of a farm 
will 6e considered if the applicant fur¬ 
nishes, at the board’s request, evidence of 
the value of the property and proof of 
its conversion into useful form before the 
issuance of a certificate of qualification. 

Sec. 8. Other qualifications required. 
Except for qualified exchange appli¬ 
cants, all applicants (except guardians) 
must meet the requirements of the 
homestead laws. The homestead laws 
require that an entryman or entry- 
woman: 

(a) Must be a citizen of the United 
States or have declared an intention to 
become a citizen of the United States. 

(b) Must not have exhausted the right 
to make homestead entry on public land. 

(c) Must not own more than 160 acres 
of land in the United States. 

(d) Must, if a married woman, or a 
person under 21 years of age who is not 
eligible for veterans preference, be the 
head of a family. The head of a family 
is ordinarily the husband, but a wife 
or a minor child who is obliged to assume 
major responsibility for the support of 
a family may be the head of a family. 
Complete information concerning quali¬ 
fications for homesteading may be ob¬ 
tained from the Land and Survey Office 
of the Bureau of Land Management at 
Cheyenne, Wyoming, or from the Direc¬ 
tor of that Bureau, Washington 25, D. C. 

Sec. 9. Restriction on ownership of 
project lands. Applicants, other than 
qualified exchange applicants, for cer¬ 
tificates of qualification must not hold 
or own, within any Federal Reclamation 
project, irrigable land for which con¬ 
struction charges payable to the United 
States have not been fully paid, except 
that this restriction does not apply to 
small tracts used exclusively for resi¬ 
dential purposes. 

Prior to the issuance of a certificate 
of qualification and not later than the 
time of the personal interview, an ap¬ 
plicant who owns lands in a Federal 
Reclamation project must furnish satis¬ 
factory evidence that the total construc¬ 
tion charges allocated against the land 
owned by the applicant have been paid 
in full. 

WHERE AND HOW TO APPLY FOR A FARM UNIT 

Sec. 10. Application blanks. Any per¬ 
son desiring to enter any of the public 
land farm units described in this notice 
must fill out the attached application 
blank. Additional application blanks 
may be obtained from the Bureau oi 
Reclamation, 104 South 11th Street, 
Worland, Wyoming; Bureau of Reclama¬ 
tion, 1731 Sheridan Avenue, Cody, Wyo¬ 
ming; Regional Director, Bureau oi 
Reclamation, Billings, Montana; or tne 
Commissioner of Reclamation, Depart- 





Saturday, June 15, 1957 

ment of the Interior, Washington 25, 

D. C. 

Sec. 11. The filing of application. An 
application for a certificate of qualifi¬ 
cation for a farm unit listed in this 
notice must be filed with the Bureau of 
Reclamation, 1731 Sheridan Avenue, 
Cody. Wyoming, in person or by mail. 
No advantage will accrue to an appli¬ 
cant who presents an application in 
person. 

Sec. 12. Applications become Depart¬ 
ment records . Each application sub¬ 
mitted, including evidence of qualifica¬ 
tion to be submitted following the public 
drawing, will become a part of the rec¬ 
ords of the Department of the Interior 
and cannot be returned to the applicant. 
For this reason, original discharge or 
citizenship papers should not be sub¬ 
mitted. In case an applicant is awarded 
a farm, the copy of discharge papers will 
be attached to his certificate of quali¬ 
fication (see section 19 of this notice) 
for submission to the Bureau of Land 
Management. 

SELECTION or QUALIFIED APPLICANTS 

Sec. 13. Priority of applications. All 
applications, including those filed by ex¬ 
change applicants, must be received 
prior to 2 p. m., September 12, 1957. 
All applications, except those received 
from exchange applicants, will be classi¬ 
fied for priority purposes and considered 
in the following order: 

(a) First Priority Group. All com¬ 
plete applications filed prior to 2 p. m.. 
September 12, 1957, by applicants who 
claim veterans preference. Such appli¬ 
cations will be treated as simultaneously 
filed. 

(b) Second Priority Group. All com¬ 
plete applications filed prior to 2 p. m., 
September 12, 1957, by applicants who 
do not claim veterans preference. Such 
applications will be treated as simul¬ 
taneously filed. 

(c) Third Group . All complete appli¬ 
cations filed after 2 p. m., September 12, 
1957. Such applications will be consid¬ 
ered in the order in which they are filed 
if any farm units are available for award 
to applicants within this group. 

Sec. 14. Public drawing . After the 
priority classification, the board will con¬ 
duct a public drawing of the names of 
the applicants in the First Priority 
Group as defined in subsection 13 (a) of 
this notice. Applicants need not be 
present at the drawing in order to par¬ 
ticipate therein. The names of a suf¬ 
ficient number of applicants (not less 
than four times the number of farm 
units to be awarded) shall be drawn and 
numbered in the order drawn for the 
Purpose of establishing the order in 
which the applications drawm will be 
examined by the board to determine 
whether the applicants meet the mini¬ 
mum qualifications prescribed in this 
notice, and to establish the priority of 
Qualified applicants for the selection of 
mrm units. After such drawing, the 
board shall notify each applicant of his 
respective standing as a result of the 
drawing. 


FEDERAL REGISTER 

Sec. 15. Submission of evidence of 
qualification. After the drawing a suf¬ 
ficient number of applicants, in the 
order of their priority as established in 
the drawing, will be supplied with forms 
on which to submit evidence of quali¬ 
fication showing that they meet the 
qualifications set forth in sections 7 and 
8 of this public notice and, in case vet¬ 
erans preference is claimed, establish¬ 
ing proof of such preference, as set forth 
in section 4 of this public notice. Full 
and accurate answers must be made to 
all questions. The completed form, to¬ 
gether with any attachments required, 
must be mailed or delivered to the Bu¬ 
reau of Reclamation, 1731 Sheridan 
Avenue. Cody, Wyoming, within 30 days 
of the date the form is mailed to the last 
known address furnished by the appli¬ 
cant. Failure of an applicant to furnish 
all of the information requested or to see 
that information is furnished by his 
references within the period specified will 
subject his application to rejection. 

Sec. 16. Final examination. After the 
information requested as outlined in 
section 15 of this notice has been re¬ 
ceived or the time for submitting such 
statements has expired, the board shall 
examine in the order drawn a sufficient 
number of applications, together with 
the evidence of qualification submitted, 
to determine the applicants to whom 
certificates of qualification will be issued. 
This examination will determine the 
sufficiency, authenticity, and reliability 
of the information and evidence sub¬ 
mitted by the applicants. If the exam¬ 
ination indicates that an applicant is 
qualified, the applicant may be required 
to appear for a personal interview with 
the board for the purpose of: (a) Afford¬ 
ing the board any additional informa¬ 
tion it may desire relative to his qual¬ 
ification; (b) affording the applicant any 
information desired relative to condi¬ 
tions in the area and the problems and 
obligations relative to development of a 
farm unit; and (c) affording the appli¬ 
cant an opportunity to examine the farm 
units. If the applicant fails to appear 
before the board for a personal inter¬ 
view when requested, he shall thereby 
forfeit his priority as established by the 
drawing. 

If the board finds that an applicant’s 
qualifications fulfill the requirements 
prescribed in this notice, such applicant 
shall be notified, in person or by certified 
mail, that he is a qualified applicant and 
shall be given an opportunity to select 
one of the farm units then available. A 
certificate of qualification will not be is¬ 
sued to an applicant who owns more than 
160 acres of land in the United States. 
Therefore, an applicant may be required 
by the examining board, prior to the is¬ 
suance of a certificate of qualification, to 
submit evidence satisfactory to the board 
that he does not own more than 160 
acres. 

If the applicant fails to supply any of 
the information required or the board 
finds that the applicant's qualifications 
do not meet the requirement prescribed 
in this notice, the applicant shall be dis¬ 
qualified and shall be notified by the 
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board, by certified mail, of such disqual¬ 
ification and the reasons therefor and of 
the right to appeal to the Regional Di¬ 
rector, Region 6, Bureau of Reclamation. 
All appeals must be received in the office 
of the Bureau of Reclamation, 1731 
Sheridan Avenue, Cody, Wyoming, within 
15 days of the applicant’s receipt of such 
notice, or in any event, within 30 days 
from the date the notice is mailed to the 
last address furnished by the applicant. 
The office of the Bureau of Reclamation, 
1731 Sheridan Avenue, Cody, Wyoming, 
will forward the appeals promptly to the 
Regional Director. The Regional Di¬ 
rector’s decision on all appeals shall be 
final. 

SELECTION OF FARM UNITS 

Sec. 17. Order of selection. The ap¬ 
plicants who have been notified of their 
qualification for the award of a farm unit 
will successively exercise the right to 
select a farm unit in accordance with the 
priority established by the drawing. If 
a farm unit becomes available through 
failure of a qualified applicant to exer¬ 
cise his right of selection or failure to 
complete his entry filing with the Bureau 
of Land Management, it will be offered to 
the next qualified applicant who has not 
made a selection at the time the unit is 
again available. An applicant who is 
considered to be disqualified as a result 
of the personal interview will be per¬ 
mitted to exercise his right to select, not¬ 
withstanding his disqualification, unless 
he voluntarily surrenders this right in 
writing. If, on appeal, the action of the 
board in disqualifying an applicant as a 
result of the personal interview is re¬ 
versed by the Regional Director, the 
applicant’s selection shall be effective, 
but if such action of the board is upheld 
by the Regional Director, the farm unit 
selected by this applicant will become 
available for selection by qualified appli¬ 
cants who have not exercised their right 
to select. 

If any of the farm units listed in this 
notice remain unselected after all qual¬ 
ified applicants whose names were se¬ 
lected in the drawing have had an oppor¬ 
tunity to select a farm unit, and if 
additional applicants remain in the First 
Priority Group, the board will follow the 
same procedure outlined in Section 14 
of this notice in the selection of addi¬ 
tional applicants from this group. 

If any of the farm units remain un¬ 
selected after all qualified applicants in 
the First Priority Group have had an 
opportunity to select a farm unit, the 
board will follow the same procedure to 
select applicants from the Second Pri¬ 
ority Group, and they will be permitted 
to exercise their right to select a farm 
unit in the manner prescribed for the 
qualified applicants from the First Pri¬ 
ority Group. 

Any farm units remaining unselected 
after all qualified aplicants in the Second 
Priority Group have had an opportunity 
to select a farm unit will be offered to 
applicants in the Third Group in the 
order in which their applications were 
filed, subject to the determination of the 
board, made in accordance with the 
procedure prescribed herein, that such 
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applicants meet the minimum qualifica¬ 
tions prescribed in this notice. 

In the event, however, that a farm unit 
remains unentered at the expiration of 
two years following the date of the notice, 
unless the unit is withdrawn from the 
notice, new applications will be accepted 
in respect to the unit, and it shall be 
awarded to the first applicant who files 
an application after the expiration of the 
two-year period and who meets the 
qualifications prescribed by the notice, 
without regard to veterans preference. 

Sec. 18. Failure to select . If an appli¬ 
cant, except a qualified exchange appli¬ 
cant, refuses to select a farm unit or 
fails to do so within the time specified 
by the board, such applicant shall for¬ 
feit his position in his priority group and 
his name shall be placed last in that 
group. 

Sec. 19. Payment of charges and filing 
homestead applications. After each 
qualified applicant has advised the board 
of his selection of a'farm unit, he shall 
be notified by the board of the annual 
construction, water rental, or other 
charges and shall be furnished with 
copies of the petition for inclusion of 
lands in an irrigation district to be ex¬ 
ecuted by him as required by section 20 
below. The required payment and ex¬ 
ecuted petition must be received in the 
office of the Bureau of Reclamation, 1731 
Sheridan Avenue, P. O. Box 839, Cody, 
Wyoming, within 15 days of the re¬ 
ceipt by the applicant of such notice and 
petitions. Upon receipt of evidence of 
such payment and of the petition fully 
executed before the expiration of said 
15-day period, the board shall furnish 
each applicant, by certified mail or by 
delivery in person, a certificate of quali¬ 
fication stating that the applicant's 
qualifications to enter public lands have 
been examined and approved by the 
board. Such certificate must be at¬ 
tached by the applicant to the homestead 
application, which application must be 
filed in the Land and Survey Office, 
Bureau of Land Management, Cheyenne, 
Wyoming. Such homestead application 
must be filed within 15 days from the 
date of the receipt by the applicant of 
such certificate. Failure to pay annual 
water rental or other charges, to execute 
the required petition, or to make applica¬ 
tion for homestead entry within the 
period specified herein will render the 
application subject to rejection. 

Sec. 20. Contracts with irrigation dis¬ 
tricts. The lands described above in sec¬ 
tion 1, Public Land, Highland-Hanover 
Area, are within the exterior boundaries 
of the Highland-Hanover Irrigation Dis¬ 
trict and the lands described above in 
Section 1, Public Land. Upper Bluff Area, 
are within the exterior boundaries of 
the Upper Bluff Irrigation District; both 
districts being organized under the laws 
of the State of Wyoming with offices 
located at Worland, Wyoming. The 
United States and the Highland-Han¬ 
over Irrigation District have entered into 
a water service and repayment contract 
(14-06-600-1532), dated April 8, 1955; 
and the United States and the Upper 
Bluff Irrigation District have entered into 
a similar contract (14-06-600-1533), 


dated April 8, 1955. Under these con¬ 
tracts the Districts agree to make levies 
to pay the United States required 
charges covering the cost of operating 
and maintaining irrigation works serv¬ 
ing the Districts' lands, and to repay the 
United States an allocated share of the 
cost of constructing such work. Copies 
of these contracts may be examined in 
the office of the Project Manager, Bu¬ 
reau of Reclamation, Cody, Wyoming, or 
in the office of the Commissioner of 
Reclamation, Washington, D. C. to facil¬ 
itate the furnishing of water to the lands 
described in section 1, it will be neces¬ 
sary to include the lands described in 
section 1, Public Land, Highland-Han¬ 
over Area, in the Highland-Hanover 
Irrigation District and to include the 
lands described in section 1, Public 
Lands, Upper Bluff Area, in the Upper 
Bluff Irrigation District. To this end, 
it will be required that each application 
for homestead entry hereunder be ac¬ 
companied by a petition for the inclu¬ 
sion of lands covered by such applica¬ 
tion in the Highland-Hanover or Upper 
Bluff Irrigation District. 

Sec. 21. Irrigation charges —(a) Wa¬ 
ter rental charges. During the irrigation 
season of 1957, while some construction 
activities will be continuing and the sys¬ 
tem is being tested, it is expected that 
water will be available on a temporary 
water rental basis to those desiring it. 
The terms of payment, which will be at 
a fixed rate per acre-foot of water used, 
will be announced by the Irrigation Dis¬ 
trict Boards before the beginning of the 
irrigation season. 

(b) Development period charges. The 
lands covered by this notice will be in¬ 
cluded in the Highland-Hanover or Up¬ 
per Bluff Irrigation District and will be 
subject to the provisions of the Repay¬ 
ment Contracts of April 8, 1955, between 
the Districts and the United States, copies 
of which are available for inspection in 
the office of the Bureau of Reclamation, 
Cody, Wyoming. Pursuant to the pro¬ 
visions of said repayment contract, the 
development period is hereby fixed for 
the lands described in section 1 hereof, as 
ten (10) years commencing January 1, 
1958. During the development period 
thus established, payment of construc¬ 
tion charge installments will not be 
required. 

It is proposed that responsibility for 
operation and maintenance of the irriga¬ 
tion distribution system will be trans¬ 
ferred to the Irrigation District begin¬ 
ning January 1,1958, coincident with the 
beginning of the development period. 
Development period charges to cover the 
District's obligations to the United States 
for operation and maintenance of the 
water supply works (Boysen Dam and 
Reservoir) and the District's cost for op¬ 
eration, maintenance, and accumulation 
of the reserve fund will be announced by 
the District and assessed and collected 
under prevailing procedures. The de¬ 
velopment period water charges thus es¬ 
tablished will average an estimated $4 
per year for each irrigable acre. 

(c) Construction repayment period 
charges . After the close of the develop¬ 
ment period, water users will be required 
to pay in accordance with the terms of 


the repayment contract an annual charge 
for each irrigable acre to meet the oper¬ 
ation and maintenance costs and to 
repay to the United States that portion 
of the cost of construction of the Han¬ 
over-Bluff Unit, which is assigned for re¬ 
payment by the water users. Procedures 
for assessment and collection of the 
charges will be as provided by the Irri¬ 
gation District's board of directors. The 
repayment contract provides for such 
payment over a 40 -year period following 
the end of the development period. It 
is now estimated that the average an¬ 
nual construction charge will be $2.30 per 
irrigable acre on the Highland-Hanover 
and $3.50 per irrigable acre on the Upper 
Bluff. These estimates, as they relate 
to any specific farm unit, may vary, de¬ 
pending upon the relative productivity 
of the land contained in the farm unit 
if the Irrigation Districts so elect. 

GENERAL PROVISIONS 

Sec. 22. Warning against unlawful 
settlement. No person shall be permitted 
to gain or exercise any right under any 
settlement or occupation of any of the 
public lands covered by this notice except 
under the terms and conditions pre¬ 
scribed by this notice. 

Sec. 23. Reservation of rights-of-way 
for public roads. Rights-of-way along 
established and proposed roads on file 
in the Washakie County Courthouse, 
Worland, Wyoming, are reserved for 
county, State, and Federal Highways 
and access roads to the farm units and 
private lands described in section 1 of 
this notice. 

Sec. 24. Reservation of rights-of-way 
for utilities. Rights-of-way are re¬ 
served for Government-owned telephone, 
electric transmission, water and sewer 
lines, and water treating and pumping 
plants, as now constructed, and the Sec¬ 
retary of the Interior reserves the right 
to locate such other Government -owned 
facilities over and across the farm unite 
above-described as hereafter, in his 
opinion, may be necessary for the proper 
construction, operation and maintenance 
of the said project. Existing rights-of- 
w r ay granted by the United States are 
also reserved. 

Sec. 25. Waiver of mineral rights. All 
homestead entries for the above- 
described farm units will be subject to 
the laws of the United States governing 
mineral land, and all homestead appli¬ 
cants under this notice must waive the 
right to the mineral content of the land, 
if required to do so by the Bureau of 
Land Management; otherwise, the home¬ 
stead applications will be rejected or the 
homestead entry or entries canceled 

Sec. 26. Effect of relinquishment or 
cancellation. In the event that any 
entry of public land made hereunder 
shall be relinquished by the entryman 
or canceled for any cause, other than by 
contest, the farm unit affected by suen 
relinquishment, or cancellation shall be 
disposed of as follows; 

(a) If the entry is relinquished or 
canceled within two years after the date 
of the notice, such unit shall be offeree 
without delay to the qualified aPP)?^ 
next in order of priority as establisneo 
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in the drawing who will be treated as a 
standing applicant therefor under this 
notice. Such applicant shall be required 
to furnish such additional information 
as may be necessary to satisfy the board 
that he is still qualified under the terms 
of the notice. In the event that an award 
cannot be made to a qualified applicant, 
the unit shall be offered as prescribed in 
subsection (b) below. 

(b) If an entry is relinquished or can¬ 
celed at any time after the expiration of 
two year9 following the date of the notice, 
unless the unit is withdrawn from the 
notice, new applications will be accepted 
in respect to the unit and it shall be 
awarded to the first applicant who files 
an application after the effective date of 
the relinquishment or cancellation and 
who meets the qualifications prescribed 
by the notice without regard to veterans 
preference. 

Fred G. Aandahl, 
Assistant Secretary of the Interior . 

|F. R. Doc. 57—4889: Piled. June 13, 1957; 

12:30 p. m.j 


Collbran Project, Colorado 

FIRST FORM RECLAMATION WITHDRAWAL 

January 30. 1957. 

Pursuant to the authority delegated 
by Departmental Order No. 2765 of July 
30, 1954, I hereby withdraw the follow¬ 
ing-described lands from public entry, 
under the 'first form of withdrawal, as 
provided by section 3 of the act of June 
17, 1902 (32 Stat., 388); 

6th Principal Meridian, Colorado 

T. 10 8.. R. 93 W., 

Sec. 18, Lots 6. 7. and 9, S*4NE«4, SE*4 
NWVi and N*/ 2 SE»/ 4 . 

T. 10 8., R. 94 W., 

Sec. 1, Lot 3; 

Sec. 2, SWV 4 NE 14 and NW^SE^; 

Sec 4. SE>/ 4 SW»4 and 6%SE*4; 
Sec.9.Ei/ 2 NWy 4 andNW'/ 4 SW>4; 

8ec. 16. NW&NWV4; 

Sec. 17, NE»/ 4 NE>/ 4 . 

T. 11 S., R. 94 W., 

Sec. 9, E \/ 2 S W y 4 and E»/ 2 SE %: 

Sec. 10. N»/ 2 SW»4 and SW*4SW»4: 

Sec. 16,NWV 4 NE»4. 

T. 11 8.. R. 96 W.. 

Sec. 4, Lot 23. 

The above areas aggregate 1125.56 

acres. 

Don S. Campbell. 
Acting Asst . Commissioner . 

[74495] 

June 11, 1957. 

I concur. The records of the Bureau 
Land Management will be noted 
accordingly. 

The public lands and national forest 
!ands included within this order shall 
continue to be administered by the 
Bureau of Land Management and Forest 
Service, respectively, until such time as 
mey are actually needed for reclamation 
Purposes. 

Edward Woozley. 

Director 

Bureau of Land Management . 

l p * R. Doc. 57-4871; Piled, June 14. 1957; 
8:46 a. m ] 
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FEDERAL COMMUNICATIONS 
COMMISSION 

[Docket No. 11907; etc.; FCC 57M-5531 
Clark County Broadcasting Co. et al. 
order continuing hearing conference 

In re applications of Horace E. Tabb, 
Holly Skidmore, Stokley Bowling, C. A. 
Diecks, J. W. Hodges and W. Dee Huddle¬ 
ston, d/b as Clark County Broadcasting 
Company, Jeffersonville, Indiana, Docket 
No. 11907, File No. BP-10588; Thomas E. 
Jones and Keith L. Reising, d/b as North- 
side Broadcasting Company, Jefferson¬ 
ville. Indiana, Docket No. 11908, File No. 
BP-10824 ; Southeastern Indiana Broad¬ 
casters, Inc., Jeffersonville, Indiana. 
Docket No. 12023, File No. BP-11046; for 
construction permits. 

The Hearing Examiner having under 
consideration the desirability of resched¬ 
uling the hearing conference; 

It is ordered, This 10th day of June 
1957, that the hearing conference cur¬ 
rently scheduled for June 14 at 10:00 
a. m.. is continued to Wednesday, June 


19, 1957, at 3:00 p. m. in Washington, 
D. C. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary . 

[F. R. Doc. 57-4890: Piled. June 14, 1957; 
8:49 a. m.) 


[Mexican List No. 201] 

Mexican Broadcast Stations 

LIST OF CHANGES, PROPOSED CHANGES AND 
CHANGES IN ASSIGNMENTS 

March 12, 1957. 

Notification under the provisions of 
part III, section 2 of the North American 
Regional Broadcasting Agreement. 

List of changes, proposed changes, and 
corrections in assignments of Mexican 
Broadcast Stations modifying the ap¬ 
pendix containing assignments of Mexi¬ 
can Broadcast Stations (Mimeograph 
47214-6) attached to the recommenda¬ 
tions of the North American Regional 
Broadcasting Agreement Engineering 
Meeting January 30, 1941. 


Call letters 

Location 

Power kw 

An- 

teima 

Sched¬ 

ule 

Class 

Probable 
date of 
change or 
commence¬ 
ment of 
operation 



8 f0 kilocyclei 





XEJ W (change In call 
letters from FEET). 

Fortin de las Flore*, Vera¬ 
cruz. 

1 kw. 


D 

“ n 

Mar. 12,1957 

980 kilocycle* 



XECC (delete assign* 
ment). 

Cuernavaca, Morelos. 

250w. 


u 

IV 

Mar. 12,1057 


1090 kilocycle* 



XEOD (increase power). 

Boca del Rio, Veracruz.... 

1 .. 

DA-N 

U 

11 

June 12,1957 



1110 kilocycle$ 





XF.LJ (change in call 
letters from XEIQ). 
XF.V8 (correction in 
time of operation). 

Lagos de Moreno, Jalisco.. 

Villa de Serls, Sonora..... 

250 w. 


D 

11 

Mar. 12,1957 

Mar. 12,1957 

250w. 


D 

11 


mo kilocycle* 


XESI (New). 

Santiago Ixcuintla, Nay- 
arit. 

300w. 


U 

IV 

Sept. 12,1957 


1\80 kilocycle* 


XKPR (increase In day¬ 
time power). 

Poza Rica, Veracruz. 

10 kw D/500 w N.. 


U 

III 

June 12,1957 






Federal Communications Commission, 
[seal! Mary Jane Morris. 

Secretary . 

IP. R. Doc. 57-4897; Piled, June 14. 1957; 8:50 a. m.\ 


[Docket No. 11997; FCC 57-612] 

Allocation of Certain Frequencies to 

Various Non-Government Services 

order extending time to file comments 

In the matter of statutory inquiry into 
the allocation of frequencies to the vari¬ 
ous non-government services in the ra¬ 
dio spectrum between 25 Mcs and 890 
Mcs; Docket No. 11997. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C. on the 6th day of 
June 1957. 

The Commission having before it for 
consideration its Order of Inquiry in the 
above entitled matter, released on April 
11,1957, and petitions filed by the Central 


Committee on Radio Facilities of the 
American Petroleum Institute on May 
13, 1957, the Special Industrial Radio 
Service Association on May 13, 1957, the 
Association of American Railroads on 
May 13,1957, the National Committee for 
Utilities Radio on May 14, 1957, the As¬ 
sociated Police Communication Officers 
on May 17, 1957, the National Mobile 
Radio System on May 29, 1957, and the 
Academy of Model Aeronautics on May 
29,1957, all of which petitions request an 
extension of the time in which to file 
comments; and 

It appearing that the specific data and 
information requested by the Commis¬ 
sion is both extensive and complex; and 
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NOTICES 


It further appearing that an extension 
of the time in which to file comments 
would benefit the public interest in that 
it would enable petitioners and other 
interested parties to thoroughly prepare 
detailed comments in this important 
proceeding; 

It is ordered, That the time for filing 
comments in the above entitled proceed¬ 
ing is extended from July 1, 1957, to 
September 6, 1957. 

Released: June 12, 1957. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57-4899; Filed, June 14, 1957; 
8:50 a. m.) 


| Docket No. 11982 etc.; FCC 57M-5521 
Enterprise Broadcasting Co. et al. 

ORDER CONTINUING FURTHER PREHEARING 
CONFERENCE 

In re applications of Enterprise Broad¬ 
casting Co., Fresno, California, Docket 
No. 11982, File No. BP-10319; Amelia 
Schuler, Lester Eugene Chenault and 
Bert Williamson, d/b as Radio KYNO, 
The Voice of Fresno (KONG). Visalia, 
California, Docket No. 11983, File No. 
BP-10432; Radio Dinuba Company 
(KRDU), Dinuba, California, Docket No. 
11984, File No. BP-10735; for construc¬ 
tion permits. 

It is ordered , This 10th day of June 
1957, that the further prehearing con¬ 
ference in the above-entitled matter 
heretofore scheduled to commence on 
June 24, 1957, is rescheduled to be held 
at 10:00 a. m.. June 26, 1957, in the 
Commission’s offices in Washington, D. C. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57—4891; Filed. June 14, 1957; 
8 : 49 a. m.J 


[Docket No. 12016; FCC 57M-557] 

Jay Sadow 

ORDER SCHEDULING PRE-HEARING 
CONFERENCE 

In re application of Jay Sadow, Ross- 
ville, Georgia, Docket No. 12016, File No. 
BP-10827; for construction permit. 

It is ordered , This 10th day of June 
1957, that all parties or their attorneys, 
are directed to appear for a pre-hearing 
conference, pursuant to the provisions 
of § 1.813 of the Commission's rules, at 
the Commission’s offices in Washington, 
D. C., at 10:00 a. m., July 3, 1957. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57-4893; FUed. June 14, 1957; 
8:49 a. m.J 


[Docket Nos. 10247, 10248; FCC 57M-558] 

Frontier Broadcasting Co. and Western 
Nebraska Television Corp., Inc. 

ORDER SCHEDULING HEARING 

In re applications of Frontier Broad¬ 
casting Company, Alliance, Nebraska. 
Docket No. 12047, File No. BPCT-2194; 
Western Nebraska Television, Incorpo¬ 


rated, Alliance, Nebraska, Docket No 
12048, File No. BPCT-2205; for con¬ 
struction permits for new television 
broadcast stations. 

It is ordered , This 10th day of June 
1957, that H. Gifford Irion will preside 
at the hearing in the above -entitled pro¬ 
ceeding which is hereby scheduled to 
commence on July 22, 1957, in Washing- 
ton, D. C. 

Released: June 12,1957. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary . 

[F. R. Doc. 57-4894; Filed, June 14, 1957; 
8:50 a. m.j 


[Cuban Change List No. 1] 

Cuban Radio Stations 

notification of new stations, chances, 
modification and deletions of exist¬ 
ing STATIONS 

April 8, 1957. 

Notification of new Cuban Radio Sta¬ 
tions, and of changes, modification and 
deletions of existing stations, in accord¬ 
ance with part III, section F of the North 
American Regional Broadcasting Agree¬ 
ment Washington, D. C., 1950. 


Call letters 

Location 

Power kw 

An- 

tenna 

Hours 
of oper¬ 
ation 

Class 

Proposed date of 
commencement 
of operation 



WW kilocycle* 





CMIIS ... 

Caibaricn, Las Villas (L-WIJO). 

0.1 

1680 kilocycle* 

ND 

U 

n 

Provisional assiflt* 
ment. 

CMDS ... 

Holguin, Orient*. 

0.25 

ND 

U 

n 

Now In operation 


Federal Communications Commission, 
[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57-4898; FUed, June 14. 1957; 8:50 a. m.j 


[Docket Nos. 12045,12046; FCC 57M-563] 

Delta Television Corp. and Greenwood 
Broadcasting Co., Inc. 

ORDER SCHEDULING HEARING 

In re applications of Delta Television 
Corporation, Greenwood, Mississippi, 
Docket No. 12045, File No. BPCT-2204; 
Greenwood Broadcasting Company, Inc., 
Greenwood, Mississippi, Docket No. 
12046, File No. BPCT-2224; for construc¬ 
tion permits for new television stations. 

It is ordered. This 10th day of June 
1957, that Jay A. Kyle will preside at 
the hearing in the above-entitled pro¬ 
ceeding which is hereby scheduled to 
commence on July 29, 1957, in Washing¬ 
ton, D. C. 

Released: June 12, 1957. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57-4892; Filed, June 14, 1957; 
8:49 a. m.] 


[Docket Nos. 12047, 12048; FCC 57-599 

(Corrected) [ 

Frontier Broadcasting Co. and Western 
Nebraska Television, Inc. 

ORDER DESIGNATING APPLICATIONS FOR 
CONSOLIDATED HEARING ON STATED ISSUES 

In re applications of Frontier Broad¬ 
casting Company, Alliance, Nebraska, 
Docket No. 12047, File No. BPCT-2194; 
Western Nebraska Television, Incorpo¬ 
rated, Alliance, Nebraska, Docket No. 
12048, File No. BPCT-2205; for construc¬ 
tion permits for new television broad¬ 
cast stations. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D. C. on the 6th day of 
June 1957; 

The Commission having under con¬ 
sideration the above-captioned applica¬ 
tions, each requesting a construction 
permit for a new television broadcast 
station to operate on Channel 13 in Alli¬ 
ance, Nebraska; and 
It appearing that the above-captioned 
applications are mutually exclusive, in 


that operation by more than one of the 
applicants would result in mutually de¬ 
structive interference; and 

It further appearing, that pursuant to 
section 309 (b) of the Communications 
Act of 1934, as amended, the above- 
named applicants were advised by letters 
of the fact that their applications were 
mutually exclusive, of the necessity for a 
hearing and of all objections to their 
applications, and were given an oppor¬ 
tunity to reply; and 

It further appealing that Western 
Nebraska Television. Incorporated, pro¬ 
poses to locate its main studio just out¬ 
side the city limits pf Alliance and has 
requested a waiver of § 3.613 (a) of the 
rules to so do; and that the Commission 
finds that good cause exists for a waiver 
thereof; and 

It further appearing that upon due 
consideration of the above-captioned ap¬ 
plications, the amendments filed there /® 
and the replies to the above letters, the 
Commission finds that pursuant to sec¬ 
tion 309 (b) of the Communications Act 
of 1934, as amended, a hearing is neces- 
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sary; that Frontier Broadcasting Com¬ 
pany is legally, financially, technically 
and otherwise qualified to construct, own 
and operate the proposed television 
broadcast station: that Western Ne¬ 
braska Television. Incorporated, is le¬ 
gally. technically and otherwise qualified 
to construct, own and operate the pro¬ 
posed television broadcast station except 
with respect to issue 44 1” below: 

It is ordered , That pursuant to sec¬ 
tion 309 (b) of the Communications Act 
of 1934, as amended, the above-cap¬ 
tioned applications of Frontier Broad¬ 
casting Company and Western Nebraska 
Television. Incorporated, are designated 
for hearing in a consolidated proceeding 
at a time and place to be specified in a 
subsequent order, upon the following 
issues: 

1. To determine whether Western Ne¬ 
braska Television, Incorporated, is fi¬ 
nancially qualified to construct, own and 
operate the proposed television broadcast 
station. 

2. To determine on a comparative 
basis which of the operations proposed 
in the above-captioned applications 
would better serve the public interest, 
convenience and necessity in the light of 
record made with respect to the signifi¬ 
cant differences between the applicants 
as to: 

a. The background and experience of 
each having a bearing on its ability to 
own and operate the proposed television 
broadcast station. 

b. The proposals of each with respect 
to the management and operation of the 
proposed television broadcast station. 

c. The programming service proposed 
in each of the above-captioned applica¬ 
tions. 

3. To determine in the light of the 
evidence adduced pursuant to the fore¬ 
going issues, which of the applications 
should be granted. 

It is further ordered , That the issues 
in the above-entitled proceeding may be 
enlarged by the Examiner, on his mo¬ 
tion or on petition properly filed by a 
Party to the proceeding and upon a suffi¬ 
cient allegation of fact in support 
thereof, by the addition of the follow¬ 
ing issue: To determine whether the 
funds available to the applicants will 
give reasonable assurance that the pro¬ 
posals set forth in the application will 
be effectuated. 

It is further ordered, That to avail 
themselves of the opportunity to be 
heard, Frontier Broadcasting Company 
and Western Nebraska Television, Incor¬ 
porated, pursuant to § 1.387 of the Com¬ 
mission's rules, in person or by attorney, 
shall within 20 days of the mailing of 
this order file with the Commission, in 
triplicate, a written appearance stating 
^ intention to appear on the date fixed 
for the hearing and present evidence on 
the issues specified in this order. 

Released: June 12, 1957. 

Federal Communications 
Commission, 

Ueal] Mary Jane Morris, 

Secretary. 

• P ‘ R. Doc. 57-4901; Filed, June 14, 1957; 
8:51 a. m.J 
No. 116-3 


FEDERAL REGISTER 

[Docket Nos. 10249, 10250: FCC 57M-5591 

Jefferson Radio Co. and Bessemer 
Broadcasting Co., Inc. (WBCO) 

ORDER SCHEDULING HEARING 

In re applications of W. D. Frink tr/as 
Jefferson Radio Company, Irondale, Ala¬ 
bama, Docket No. 12049, File No. BP- 
10672 ; The Bessemer Broadcasting Com¬ 
pany, Incorporated (WBCO). Bessemer, 
Alabama, Docket No. 12050, File No. BP- 
10886; for construction permits. 

It is ordered. This 10th day of June 
1957, that Thomas H. Donahue will pre¬ 
side at the hearing in the above-entitled 
proceeding which is hereby scheduled to 
commence on September 9, 1957, in 
Washington, D. C. 

Released: June 12, 1957. 

Federal Communications 
Commission. 

[seal] Mary Jane Morris, 

Secretary. 

[F. R. Doc. 57-4895; Filed. June 14, 1957; 
8:50 a. m.J 


(Docket No. 10251; FCC 57M-562] 
Pillar of Fire (KPOF) 
order scheduling hearing 

In re application of Pillar of Fire (a 
Corporation) (KPOF) Denver, Colorado. 
Docket No. 12051, File No. BML-1703; 
for modification of license. 

It is ordered. This 10th day of June 
1957, that Basil P. Cooper will preside at 
the hearing in the above-entitled pro¬ 
ceeding which is hereby scheduled to 
commence on September 9, 1957, in 
Washington, D. C. 

Released: June 12, 1957. 

Federal Communications 
Commission, 

[seal] Mary Jane Morris, 

Secretary . 

[F. R. Doc. 57-4896: Filed. June 14, 1957; 
8:50 a. m.J 


FEDERAL POWER COMMISSION 

[Project No. 420] 

City of Ketchikan, Alaska 
notice of application for amendment 

OF LICENSE 

June 11, 1957. 

Public notice is hereby given that ap¬ 
plication has been filed under the Fed¬ 
eral Power Act (16 U. S. C. 791a-825r) by 
City of Ketchikan. Alaska, licensee for 
Project No. 420, for amendment of its 
license for the project to authorize cer¬ 
tain changes in the project works con¬ 
sisting of: (1) The construction of a 
rock-fill dam approximately 1063 feet 
long of varying height up to 30 feet with 
crest width of 12 feet at elevation 355 
feet together with a concrete spillway 
100 feet long at the outlet of Ketchikan 
Lake to replace the three existing dams 
at that site; (2) construction of a new 
diversion dam on Granite Basin Creek to 
replace the existing dam; (3) construc¬ 
tion of a rock-fill dam approximately 385 
feet long of varying height and crest 
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width of 12 feet at elevation 352 feet at 
outlet of Fawn Lake, a dike at the north 
end of the lake and a new tunnel intake 
structure to replace existing structures; 
(4) construction of an access road from 
the existing powerhouse at Ketchikan to 
the dam site on Ketchikan Lake and (5) 
replacement of two existing 500 kilowatt 

2 phase generators with a 2500 horse¬ 
power turbine connected to a 1750 kva 

3 phase generator together with the re¬ 
quired appurtenant equipment, the re¬ 
placement of existing wood stave pen¬ 
stock for this unit with a 36 inch steel 
penstock and the reconstruction of the 
tailrace for existing unit No. 3. 

Protests or petitions to intervene may 
be filed with the Federal Power Com¬ 
mission, Washington 25, D. C., in ac¬ 
cordance with the rules of practice and 
procedure of the Commission (18 CFR 
1.8 or 1.10). The last day upon which 
protests or petitions may be filed is Sep¬ 
tember 5,1957. The application is on file 
with the Commission for public inspec¬ 
tion. 

[seal] Joseph H. Gutride, 

Secretary. 

[F. R. Doc. 57—4900; Filed, June 14, 1957; 
8:51 a. m.| 

GENERAL SERVICES ADMIN¬ 
ISTRATION 

[Delegation of Authority No. 279, Arndt.) 

Secretary, Department of Health, 
Education, and Welfare 

amendment of delegation of authority 
to negotiate certain contracts for 
health, medical research and scien¬ 
tific research programs 

1. Pursuant to the authority vested 
in me by the Federal Property and Ad¬ 
ministrative Services Act of 1949, 63 Stat. 
377, as amended, paragraph 2 of Dele¬ 
gation of Authority No. 279, dated No¬ 
vember 19, 1956, is hereby rescinded and 
the following paragraph is substituted 
in lieu thereof: 

In connection with the procurement 
of supplies and services hereunder, this 
authority shall be exercised for procure¬ 
ment only of those supplies and services 
of a highly technical, experimental or 
developmental nature. 

2. All other provisions of Delegation 
of Authority No. 279 shall remain in 
force and effect. This revision shall be 
effective as of the date hereof. 

Dated: June 7, 1957. 

Franklin G. Floete, 

Administrator. 

[F. R. Doc. 57-4872; Filed, June 14. 1957; 
8:46 a. m.J 

DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

Davis-Johnston-Patrick Sales & 
Commission Co., Inc.»etal. 

proposed posting of stockyards 

The Director of the Livestock Divi¬ 
sion, Agricultural Marketing Service, 
United States Department of Agriculture, 
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NOTICES 


has information that the livestock mar¬ 
kets named below are stockyards as de¬ 
fined in section 302 of the Packers and 
Stockyards Act, 1921. as amended (7 
U. S. C. 202), and should be made sub¬ 
ject to the provisions of the act. 

Davis-Johnston-Patrlck Sales & Commis¬ 
sion Co.. Inc.. Boonville. Missouri. 

Linn County Auction Company. Brookfield, 
Missouri. 

Fraley Sale Pavilion, ChiUlcothe, Missouri. 

Notice is hereby given, therefore, that 
the said Director, pursuant to authority 
delegated under the Packers and Stock- 
yards Act, 1921, as amended (7 U. S. C. 
181 et seq.), proposes to issue a rule desig¬ 
nating the stockyards named above as 
posted stockyards subject to the provi¬ 
sions of the act, as provided in section 302 
thereof. 

Any person who wishes to submit writ¬ 
ten data, views, or arguments concerning 
the proposed rule may do so by filing 
them with the Director, Livestock Divi¬ 
sion, Agricultural Marketing Service, 
United States Department of Agriculture, 
Washintgon 25, D. C., within 15 days 
after publication hereof in the Federal 
Register. 

Done at Washington, D. C., this 11th 
day of June 1957. 

[sealI Reed A. Phillips, 

Acting Director, Livestock Divi¬ 
sion, Agricultural Marketing 
Service. 

IF. R. Doc. 57—4876; Filed, June 14, 1957; 

8:47 a. m.J 


Commodity Credit Corporation 

Sales of Certain Commodities 

JUNE 1957 MONTHLY SALES LIST 

Pursuant to the policy of Commodity 
Credit Corporation issued October 12, 
1954 (19 F. R. 6669) and subject to the 
conditions stated therein, the commod¬ 
ities listed below are available for sale in 
the quantities stated and on the price 
basis set forth. The Commodity Credit 
Corporation will entertain offers from 
prospective buyers for the purchase of 
any such commodity. 

Applicable interest rates on sales made 
in June under the Export Credit Sales 
Announcement GSM 1 are as follows: 

For periods up to and including 6 months, 
3% percent per annum. 

For periods over 6 months up to and in¬ 
cluding 18 months, 4% percent per annum. 

For periods over 18 months up to and In¬ 
cluding 36 months, 4% percent per annum. 

The Commodity Credit Corporation re¬ 
serves the right, before making any sale, 
to define or limit export areas. An¬ 
nouncements containing the contractual 
terms and conditions of sale for the re¬ 
spective commodities will be furnished 
upon request. For ready reference a 
number of these announcements are 
identified by code number in the follow¬ 
ing list. Commodity Credit Corporation 
also reserves the right to amend, from 
time to time, any of its announcements, 
which amendments shall be applicable 
to and be made a part of the sales con¬ 
tracts thereafter entered into. 


June 1957 Monthly Sales List 

NOTICE TO BUYERS 

On sales for which the buyer is required to submit proof to CCC of exportation, the 
buyer (1) shall be regularly engaged in the business of buying or selling commodities 
and. for this purpose, shall maintain a bona fide business office in the United States, its 
territories, or possessions and therein have a person, principal or resident agent, upon 
whom service of Judicial process may be had. and (2) shall submit a financial statement, 
bank advice, surety bond or other evidence of financial responsibility as may be required 
by CCC. 


Commodity and approximate 
fjunntity available (subject to 
prior sale) 


Sales price or method of sale 


Dairy products. 


Butter (in carloads only) as 
available. 


Nonfat dry milk fln carloads 
only), spray, roller, as avail¬ 
able. 


Cheddar cheese: Cheddars, 
flats, twins, and rind less 
blocks (standard moisture 
basis In carloads only) 169 
million pounds. 

Cotton linters—... 


Domestic price for unrestricted use Is “In store” * at storage locations of product* 

Domestic price for restricted use is on the basis of delivery f. o. b. cars at poto! 
of use named in offer. CCC will convert to "in store" price as provided m 
LD-25, as amended. 

Export prices arc on the basis of delivery f. o. b. point of export. CCC wfl 
convert to "In store" price as provided in LD-25, as amended. 

All sales are under LD-25, as amended, which supersedes all preceding doroeale 
and export sales announcements. For products in Arizona, CnlifcmU, 
Idaho, Nevada, Oregon, Utah, and Washington, submit offers to the Port¬ 
land C88 Commodity Office. For products In other States and the District 
of Columbia, submit offers to the Cincinnati CSS Commodity Office. 

Domestic, unrestricted use: 63.5 cents per pound, New York. New Jersey, 
Pennsylvania, New England, and other States bordering the Atlantic Oona 
and Gulf of Mexico. 62.75 cents jkt pound. Washington, Oregon, an<l Cali¬ 
fornia. All other States 62.5 cents per pound. 

Domestic, restricted use: For use as an extender for cocoa butter in the mina 
facture of chocolate, 39 cents per iround. 

Export, unrestricted use: 39 cents per {round. 

Domestic, unrestricted use: Spray process, U. 8. Extra Grade— Tn barrels and 
drums, 17.0 cents per pound; In bags, 16.15 cents per pound. Roller prows, 
U. 8. Extra Grade—In barrels and drums, 15.0 cents per pound, in tww. 
14.15 cents per {round. 

Domestic, restricted use (animal and poultry feed): In barrels and drums, 
11.5 cents per pound; tn bags, 10.65 cents per pound. 

Export, unrestricted use: Spray process, U. S. Extra Grade— In barrels and 
drums, 9.9 cents per {round; In bags, 9.05 cents per pound. Roller process, 
U. 8. Extra Grade—In barrels and drums, 8.15 cents per pound; in bags, 7.56 
cents per pound. 

Domestic: 38 cents per pound, for New York, New Jersey, Pennsylvania, Xev 
England, and other States bordering the. Atlantic and Pacific Oceans awl 
Gulf of Mexico. All other States, 37 cents per pound. 

Export: 22 cents per pound. Cheese prices are subject to usual adjustments 
for moisture content. 

Domestic or export: Competitive bid and under the terms and condition* 
of Announcement NO-CL-7, as amended, in earlot quantities on an "* 
is, where Is" basis. Catalogs showing quantities, qualities, and location* 
may be obtained for a nominal fee from the New Orleans CSS Commodity 


Office. 


Cotton, Upland. 


Cotton, Extra Long Staple. 


Peanuts.... 

Wool, shorn 20 million pounds_ 


Wheat, bulk. 


Corn, bulk... 


Domestic: Competitive bid and under the terms and conditions of A&- 
nounceinonl NO-C-5, as amended, but not less than the higher of (I) W 
percent of the current support price plus reasonable carrying charges, or (2) 
the domestic market nrice as determined by CCC. 

Export: Competitive bid and under the terms and conditions of Announce 
mont CN-EX-2 (Revision 1) and NO-C-8, as amended, and Announce¬ 
ments CN-EX-4 and NO-C-9, us amended. 

Domestic: Competitive bid and under the terms and conditions of Announce¬ 
ment NO-C-6, us amended, but not less than the higher of (1) 105 ptsorjjl 
of the current support price plus reasonable carrying charges, or (2) tbe 
domestic market price as determined by CCC. 

Export: Competitive bid and under the terms and conditions of Announcement 
NO-C-6, as amended. Catalogs for Upland and Extra Long Staple colW 
showing quantities, qualities and locations may bo obtained for a nominal 
fee from tne New Orleans CSS Commodity Office. 

Domestic (for crushing) or export: Competitive bid basis for limited quantities 
announced by Peanut Coo{)eratlve Associations under CCC Peanut An¬ 
nouncement 1, as amended. Available Dallas CSS Commodity Office. 
Domestic or export: Limited quantities (not more than 6M million pound* » 
June) on competitive bid each Tuesday under terms and conditionsas» 
nounoed. Additional quantities at prices basis exwarehouse where 
as determined by the Boston CSS Commodity Office, reflecting not ** 
than 103 percent of the 19M schedule of loan rates per pound plus an 
for sales commission, Boston basis, adjusted for net freight on wool norm 
outside the Boston storage areu. , 

Domestic: Commercial wheat-producing area—Market price, basis in soft, 
but not less than the 1956 applicable loan rule, plus (1) 4! cents per dusk* 
received by truck, or (2) 36 cents per bushel If received by rail or ™ ir ^- 
Examples of the foregoing minimum price per bushel (exrail or barge): cnirai?*. 

No. 1 RW $2.67; Minneapolis. No. 1 DNS$2.70; Kansas City, No. 1 B'N 
Noncommercial wheat-producing area: Market price, basis In store, nu, n 
less than 133 percent of applicable 1956 county loan rate plus (1) 41 oriu P" 
bushel if received by truck, or (2) 36 cents per bushel it received 
barge. If delivery is outside the area of production, applicable frelgnt wiu 
added to the above. . , . . 

Export (as wheat): Under Announcement GR-2G1 revised, a* amcnore, 
application to barter contracts and specially approved credit 
prices determined daily, and under Announcement UK-212 • 

amended, for specific offerings as announced. Disposals under special tn** 
program under Announcement GR-345.* . _ ... r <y 

Available Dallas, Chicago, Minneapolis, Kansas City, and Portttnu 
Commodity Offices for domestic or exi»ort sale, except under O K-343 ai i 
and Chicago and Portland when announced. , . . 

Domestic: Commercial corn-producing area: Market price, fjStJBnn nhu 
but not less Uian t he 1956 applicable loan rate basis point of producti j 

Examples of the foregoing minimum price per bushel, Including average 
freight: Chicago, No. 3 yellow, $1.98; Minneapolis. No. :3 yelto * • 
Kansas City, No. 3 yellow, $1.97; Portland, No. 3 yellow, $2.14. ^ 

Noncommercial corn-producing area: Market price, basis in store, ^ 
than 121 percent of the applicable 195C loan rate, plus 21 cents 
Available Chicago, Dallas, Kansas City, Minneapohs, and Portland C* 
mod fly Offices. Nonstorahle corn is also available at the ®bo** « * Qgj 
Export: Competitive bid basis as announced by the Portland and l me; gv 
Commodity Offices. 


See footnotes at end of table. 
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NOTICES 


that the Commission issue an order pur¬ 
suant to section 6 (c) of the act exempt¬ 
ing Applicant from the act on the ground 
that it is not an investment company, 
being primarily engaged in the life in¬ 
surance business through a controlled 
company, and enter an order declaring 
that Applicant is not, or has ceased to 
be. an investment company. 

Applicant’s requests are based on the 
following representations and statements 
contained in its amended application. 

Applicant was organized in 1929 under 
the laws of Texas to deal in securities 
without banking privileges. The pri¬ 
mary purpose of Applicant was to ac¬ 
quire, control, manage and finance life 
insurance companies. 

As of December 31,1956, Applicant had 
outstanding 71,745 shares of no par value 
Class A stock and 75,000 shares of no par 
value Class C stock. The Class A and 
Class C stock have voting privileges but 
only the Class A stock is eligible for divi¬ 
dends or for participation in assets. In 
addition there is outstanding 743 shares 
of no par value Class B stock; this class of 
stock was called for exchange in 1941. 

Prior to December 31, 1940, Applicant 
engaged in the issuance and sale of face- 
amount certificates of the installment 
type for the purpose, among others, of 
financing its life insurance subsidiaries. 
No certificates have been sold $ince De¬ 
cember 31, 1940; however, Applicant has 
been receiving payments on and servicing 
its outstanding contracts. During 1956 
Applicant received payments totalling 
$2,132.50 on its outstanding certificates. 
As of December 31. 1956, the liability for 
outstanding contracts amounted to 
$1,457,821.67 and 19,800 shares of Frank¬ 
lin Life Insurance Company stock. As of 
December 31,1956, Applicant had on de¬ 
posit with the State of Texas and other 
depositaries as security for payment of 
the outstanding contracts referred to 
above, bonds in the principal amount of 
$161,000.00, mortgages with a fair value 
of $228,900.17, 300 shares of American 
Telephone and Telegraph Company with 
a market value of $51,360, and 111,445 
shares of stock of Franklin Life Insur¬ 
ance Company with a market value of 
$9,695,715.00. 

In 1929 Applicant organized The Great 
American Life Insurance Company 
(“Great American Life”) as a wholly- 
owned subsidiary; it was organized in¬ 
itially as a Colorado corporation but in 
1935 it became a Texas corporation. In 
1930 Applicant acquired over 50 percent 
of the outstanding stock of Continental 
Life Underwriters, Inc.; in 1932 the assets 
of the latter’s wholly-owned subsidiary. 
Continental National Life Insurance 
Company, were transferred to Great 
American Life and Continental Life Un¬ 
derwriters, Inc. became an inactive com¬ 
pany. During the years 1931-1940 Ap¬ 
plicant’s stock interest in Great 
American Life ranged from 56.7 percent 
to 98.7 percent of the latter’s outstanding 
capital stock. 

In the latter part of 1939 Applicant ac¬ 
quired the entire capital stock of The 
Franklin Life Insurance Company 
(“Franklin Life”). In 1941, in connec¬ 
tion with integration of Great American 


Life with Franklin Life, Applicant trans¬ 
ferred its holdings of stock in Franklin 
Life to Great American Life. The latter, 
in turn, distributed the Franklin Life 
shares to its own shareholders and Ap¬ 
plicant received 135,045 shares repre¬ 
senting 49.1 percent of the outstanding 
stock of Franklin Life. During the pe¬ 
riod 1941-1956, Applicant’s interest in 
Franklin Life ranged from 49.1 percent 
to 25 percent of the latter’s outstanding 
stock, 25 percent being the approximate 
amount held at present. In 1956 divi¬ 
dends received by Applicant from its 
holdings of Franklin life stock consti¬ 
tuted more than 72 percent of Applicant’s 
gross income. 

In 1945, Great American Life merged 
into Franklin Life and pursuant to this 
unification shares of Franklin Life stock 
were distributed to shareholders of Great 
American Life, including Applicant. 
During the period 1941-1945, Applicant’s 
interest in Great American Life ranged 
between 46.0 percent to 50.9 percent of 
the latter’s outstanding stock. 

Prior to 1939 the principal officers of 
Applicant devoted the major portion of 
their time and efforts to the activities 
of its life insurance subsidiaries. Sub¬ 
sequent to 1939, the principal officers of 
Applicant have also been the principal 
officers of Franklin Life and have devoted 
the major portion of their time and ef¬ 
forts to the business of that Company. 

Since 1953, Applicant’s investment in 
Franklin Life stock has represented more 
than 90 percent of the value of its in¬ 
vestment securities. As of December 31, 
1956, the total value of Applicant’s in¬ 
vestment securities aggregated $59,297,- 
718.09, of which $57,165,003.00 was repre¬ 
sented by its investment in the stock of 
Franklin Life. 

On the basis of the facts set forth in 
the preceding paragraph Applicant con¬ 
tends that it is not, or has ceased to be, 
an investment company by reason of the 
exception contained in section 3 (c) (8) 
of the act. In addition, on the basis 
of all of the foregoing. Applicant con¬ 
tends it is not an investment company, 
being primarily engaged in the life in¬ 
surance business through a controlled 
company. 

Section 3 (c) (8) of the act excepts 
from the definition of an investment 
company any company, 90 percent or 
more of whose investment securities are 
represented by securities of a single issuer 
included within the class of persons enu¬ 
merated in sections 3 (c) (5), (6) or 
(7). The persons enumerated in section 
3 (c) (7) of the act include any company 
primarily engaged, directly or through 
majority-owned subsidiaries, in one or 
more of the businesses described in 
sections 3 (c) (3), (5) and (6). Section 
3 (c) (3) of the act excepts insurance 
companies from the definition of an 
investment company. 

Section 8 (f) of the act provides that 
whenever the Commission, upon appli¬ 
cation, finds that a registered investment 
company has ceased to be an investment 
company, it shall so declare by order and 
upon the taking effect of such order, the 
investment company’s registration shall 
cease to be in effect, subject to such con¬ 
ditions, if any, as may be appropriate. 


Section 6 (c) of the act empowers the 
Commission to exempt conditionally or 
unconditionally any person, security or 
transaction from any provision or pro¬ 
visions of the act or from any rule or 
regulation thereunder, if and to the ex¬ 
tent that such exemption is necessary 
or appropriate in the public interest and 
consistent with the protection of in¬ 
vestors and purposes fairly intended by 
the act. 

The application states that between 
January 2, 1941, and 1955, Applicant 
entered into the following transactions, 
each of which was subject to the pro¬ 
visions of section 17 (a) of the act: 

(i) The sale or the granting of options 

by the Applicant for the purchase of 
15,913% shares of Franklin Life stock 
out of its portfolio to officers, directors 
and employees of Applicant and/or 
Franklin Life. In connection with these 
transactions there was also delivered ap¬ 
proximately 7,223 additional shares of 
Franklin Life stock, representing stock 
dividends declared after the date of sale 
or the granting of the option and prior 
to the date of delivery. The major trans¬ 
action included in the foregoing relates 
to the sale on February 4, 1952 by Appli¬ 
cant of 10,000 shares of Franklin Life 
stock to the controlling stockholder, op¬ 
erational head and director of Applicant 
w r ho was also President of Franklin Life 
at a price of $30.00 per share as com¬ 
pared to the then market quotation of 
$36.50 per share. The Applicant states 
that this price was determined on Feb¬ 
ruary 4, 1952, by the Board of Directors 
of Applicant which, on the basis of study 
and analysis, ascertained that the said 
price represented the fair value of the 
stock and that the then higher market 
quotations were in excess of the current 
fair value thereof because of the inac¬ 
tive market for such stock. At the time 
of delivery of said stock, the said pur¬ 
chaser also received an additional 5,000 
shares of Franklin Life stock represent¬ 
ing a stock dividend of 50 percent de¬ 
clared on February 6, 1952. In connec¬ 
tion with said stock dividend the Direc¬ 
tor of Insurance of the State of Illinois 
determined that the value of Franklin 
Life stock for purposes of determining 
payments to be made in lieu of fractional 
shares was the same as that determined 
by Applicant’s Board of Directors as 
above stated. The stock was sold upon 
terms w T hich enabled said purchaser to 
pay Applicant for the same over a 10 
year period, evidenced by a note in the 
amount of $300,000 with interest at 3 
percent per annum secured by a pledge of 
said stock. Said note was subsequently 
paid in full within 3 years of the date 
of said transaction. . 

(ii) Sale by Applicant of 8,233/2 
shares of Franklin Life stock to Frank¬ 
lin Life’s agents and managers. 

(iii) Making by Applicant of secured 

loans with interest to officers, directors, 
and employees of Applicant and/or 
Franklin Life, all of which have been paio 
in full. , 

(iv) Purchase by Applicant of real es¬ 
tate mortgages from Franklin Life an 
the sale of bonds to that company. 

(v) Making by Applicant of loans wu 
interest secured by renewal commissio 
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to Franklin Life agents, all of which have 
been paid in full. 

(vi) The acquisition by Franklin Life 
of assets of Great American Life. 

(vii) The purchase by Applicant of a 
building from Great American Life and 
the leasing of that building to Franklin 
Life. 

Generally speaking, section 17 (a) of 
the act prohibits an affiliated person of 
a registered investment company from 
knowingly purchasing from or selling to 
such registered investment company or 
any company controlled by such regis¬ 
tered company any security or other 
property, with certain exceptions not 
applicable here; or from borrowing 
money from such registered investment 
company or any company controlled by 
such registered company unless the Com¬ 
mission by Order upon application pur¬ 
suant to section 17 (b) of the act grants 
an exemption from section 17 (a) of the 
act upon a finding that the terms of the 
proposed transactions, including the 
consideration to be paid or received are 
reasonable and fair and do not involve 
overreaching on the part of any person 
concerned, that the proposed transac¬ 
tions are consistent with the policy of 
the investment company concerned, and 
consistent with the general purposes of 
the act. 

Applicant states that the terms of the 
transactions, including the considera¬ 
tions paid or received, were fair and rea¬ 
sonable. did not involve overreaching on 
the part of any person concerned, and 
that the transactions were consistent 
with the general purposes of the act. 
Applicant alleges that it entered into the 
above transactions in the normal con¬ 
duct of its business, without knowledge 
that it was subject to the act or that an 
exemption should have been obtained 
in respect thereof. For the same reason 
Applicant alleges that it did not file a 
registration statement on Form N-8B-4, 
which was promulgated by the Commis¬ 
sion for the first time in 1950 as the form 
of registration statement required of 
face-amount certificate companies. Ap¬ 
plicant further states that it had re¬ 
ceived no communication whatsoever 
from the Commission since 1943, when 
Applicant was removed at its request 
from the Commission’s mailing list for 
releases under the act and that the first 
indication it received from the Commis¬ 
sion that it was required to file such a 
registration statement was by letter 
dated June 24, 1955 from the Commis¬ 
sion’s Division of Corporation Finance: 
after which Applicant filed its appli¬ 
cation under section 8 (f) of the act 
alleging that it was not an investment 
company. 

Notice is further given that any in¬ 
vested person may, not later than July 
15. 1957, at 5:30 p. m., submit to the 
commission in writing any facts bearing 
«Pon the desirability of a hearing on the 
“latter and may request that a hearing 
J* held, such request stating the nature 
hm interest, the reasons for such re¬ 
quest and the issues, if any, of fact or 
Proposed to be controverted, or he 
request that he be notified if the 
ommission should order a hearing 
ii^on. Any such communication or 


request should be addressed: Secretary, 
Securities and Exchange Commission, 
Washington 25, D. C. At any time after 
said date, the amended application may 
be granted as provided in Rule N-5 of 
the rules and regulations promulgated 
under the act. 

It is ordered, That the Secretary of the 
Commission shall give notice of the filing 
of this amended application by mailing 
a copy of this notice by registered mail 
to The Great American Life Under¬ 
writers, Inc., and that notice to all per¬ 
sons shall be given by publication of this 
notice in the Federal Register ; and that 
a general release of this Commission in 
respect of this Notice be distributed to 
the press and mailed to the mailing list 
for releases. 

It is further ordered. That The Great 
American Life Underwriters. Inc. shall 
give notice of the filing of this amended 
application to all its stockholders (in¬ 
sofar as the identity of such security 
holders is known or available to it) by 
mailing a copy of this notice to each of 
said stockholders at his last known ad¬ 
dress at least 30 days prior to July 15, 
1957. 

By the Commission. 

[seal! Nell ye A. Thorsen, 

Assistant Secretary. 

(F. R. Doc. 57-4873; Filed, June 14, 1957; 

8:46 a. m.J 


(File No. 70-3593] 

Michigan Consolidated Gas Co. 

order granting application regarding 

proposal to sell bonds at competitive 

BIDDING 

June 10,1957. 

Michigan Consolidated Gas Company 
(“Michigan Consolidated”), a public 
utility subsidiary of American Natural 
Gas Company, a registered holding com¬ 
pany, having filed an application and 
amendments thereto, pursuant to sec¬ 
tion 6 (b) of the Public Utility Holding 
Company Act of 1935 (“act”), and Rule 
U-50 promulgated thereunder, regarding 
the following proposed transactions: 

Michigan Consolidated proposes to 
issue and sell at competitive bidding, pur¬ 
suant to Rule U-50, $30,000,000 principal 
amount of First Mortgage Bonds __ Per¬ 
cent Series due July 1, 1982. The bonds 
are to be issued under and secured by 
the company’s mortgage dated March 1, 
1944, as heretofore supplemented and as 
to be further supplemented by a proposed 
Tenth Supplemental Indenture to be 
dated as of June 15, 1957. The interest 
rate of the new bonds (which shall be a 
multiple of y s of 1 percent), and the 
price to be received therefor by Michi¬ 
gan Consolidated (which, exclusive of 
accrued interest, shall be not less than 
100 percent and not more than 102 % 
percent of the principal amount) are to 
be determined by the competitive bid¬ 
ding. 

Approximately $12,000,000 of the net 
proceeds from the sale of the new bonds 
will be deposited with the Trustee under 
the mortgage to be withdrawn from time 
to time through the certification of un¬ 


bonded net property additions. Of the 
remaining approximately $18,000,000 of 
net proceeds, about $7,000,000 will be used 
to retire Michigan Consolidated’s re¬ 
maining outstanding bank notes due Sep¬ 
tember 30. 1957, issued pursuant to prior 
authorization (Holding Company Act Re¬ 
lease No. 13318, November 20, 1956), and 
the Credit Agreement under which said 
notes were issued will be terminated. 
The balance of such proceeds will be ap¬ 
plied to the company’s 1957 construction 
program. 

Due notice of the filing of the applica¬ 
tion having been given in the manner 
prescribed by Rule U-23 (Holding Com¬ 
pany Act Release No. 13479) promul¬ 
gated under the act, and no hearing hav¬ 
ing been requested of or ordered by the 
Commission; and 

The proposed issue and sale of bonds 
having been authorized by the Michigan 
Public Service Commission, the State 
commission of the State in which Mich¬ 
igan Consolidated is organized and doing 
business; and 

The Commission finding that the fees 
and expenses estimated at an aggregate 
of $155,000 (including company counsel 
fees aggregating $26,000, accountants' 
fees $5,500, gas consultants’ fees of 
$7,500. indenture trustee’s fees of $12,500 
and the underwriters’ counsel fees of 
$ 11,000 to be paid by the purchaser of the 
bonds) are not unreasonable, that no 
basis appears for the imposition of terms 
and conditions, and that the applicable 
provisions of the act and the rules there¬ 
under are satisfied, and the Commission 
deeming it appropriate in the public in¬ 
terest and the interest of investors and 
consumers to grant the application as 
amended, effective forthwith: 

It is ordered. Pursuant to Rule U-23 
and the applicable provisions of the act, 
that the application as amended be. and 
it is hereby, granted, effective forthwith, 
subject to the terms and conditions speci¬ 
fied in Rules U-24 and U-50. 

By the Commission. 

I seal! Nellye A. Thorsen, 

Assistaiit Secretary . 

[F. R. Doc. 57-4874; Filed. June 14. 1957; 

8:46 a. m.| 


INTERSTATE COMMERCE 
COMMISSION 

Fourth Section Applications for Relief 
June 12, 1957. 

Protests to the granting of an appli¬ 
cation must be prepared in accordance 
with Rule 40 of the general rules of prac¬ 
tice (49 CFR 1.40) and filed within 15 
days from the date of publication of 
this notice in the Federal Register. 

LONG-AND-SHORT HAUL 

FSA No. 33859: Caustic soda —Mem¬ 
phis. Tenn., Pensacola, Fla., group. 
Filed by O. W. South, Jr., Agent, for 
interested rail carriers. Rates on liquid 
caustic soda, tank-car loads from Mem¬ 
phis, Tenn., to Cantonment, Gonzalez, 
North Pensacola, and Pensacola. Fla. 

Grounds for relief: Market competi¬ 
tion and circuitous routes. 
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Tariff: Supplement 50 to Agent Span- 
inger’s I. C. C. 1548. 

FSA No. 33860: Starch or dextrine — 
St. Louis. Mo., group to Savannah, Ga., 
group. Piled by O. W. South, Jr., Agent, 
for interested rail carriers. Rates on 
starch or dextrine, carloads from St. 
Louis, Mo., and East St. Louis, Ill., to 
Savannah and Port Wentworth, Ga. 

Grounds for relief: Circuitous routes. 

Tariff: Supplement 51 to Agent Span- 
inger’s tariff I. C. C. 1548. 

FSA No. 33861: Malt liquors—Between 
points in southern territory. Piled by 
O. W. South, Jr., Agent, for interested 
rail carriers. Rates on malt liquors, 
namely, ale, beer, beer tonic, porter, stout 
or non-intoxicating cereal beverages, 
straight or mixed carloads between 
points in southern territory. 

Grounds for relief: Short-line dis¬ 
tance formula, and circuity. 

Tariff: Supplement 15 to Agent Span- 
inger's tariff I. C. C. 1571. 

PSA No. 33862: T. O. F. C. service — 
Illinois and central territories to trunk 
line points. Piled by The Wabash Rail¬ 
road Company, for itself and interested 
rail carriers. Rates on various com¬ 
modities moving on class and commodity 
rates, loaded in trailers and transported 
on railroad flat cars from specified points 
in Illinois, Indiana, Michigan, Missouri 
and Ohio to specified points in Dela¬ 
ware, Maryland, New Jersey, New York, 
and Pennsylvania. 

Grounds for relief: Motor truck com¬ 
petition, and circuity. 

Tariff: Wabash Railroad Company 
tariff I. C. C. 7806 and supplements 13 
and 14 thereto. 

FSA No. 33863: Livestock — Plainview , 
Nebr. t to Oregon and Washington. Filed 
by W. J. Prueter, Agent, for interested 
rail carriers. Rates on livestock, namely, 
cattle, calves, goats, hogs, sheep, horses, 
mules, burros, and asses, carloads from 
Plainfield, Nebr., to North Portland, 
Oreg., Everett, Seattle, Spokane, Sno¬ 
homish, and Tacoma, Wash. 

Grounds for relief: Circuitous routes. 

Tariff: Supplement 11 to Agent Prue- 
ter’s tariff I. C. C. 1583. 

By the Commission. 

[seal] Harold D. McCoy, 

Secretary. 

[P. R. Doc. 57-4875; Piled, June 14, 1957; 

8:46 a. m.J 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

Irene Carter and Robert Lazarowicz 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to re¬ 
turn, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 


Claimant, Claim No., Property, and Location 

Irene Carter. 41 Lichfield Court, Richmond, 
Surrey, England; $70.64 in the Treasury of 
the United States. Robert Lazarowicz, 4 
Bellevue House. 39 Petersham Road, Rich¬ 
mond, Surrey. England; $70.63 in the Trea¬ 
sury of the United States, Claim No. 42400; 
Vesting Order No. 4617. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

(seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property. 

|F. R. Doc. 57-4879; Filed, June 14. 1957; 
8:47 a. m.J 


Amalita Niccodemi Ved. Durbe and 
Tatiana Niccodemi 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to re¬ 
turn, on or after 30 days from the date 
of publication hereof, the following 
property located in Washington, D. C., 
including all royalties accrued thereun¬ 
der and all damages and profits recover¬ 
able for past infringement thereof, after 
adequate provision for taxes and con¬ 
servatory expenses: 

Claimant, Claim No., and Property 

Amalita Niccodemi Ved. Durbe. Via G. 
Borsl No. 19. Livorno, Italy, and Tatiana 
Niccodemi. Via Morozzo della Rocca No. 5, 
Milan. Italy; Claim No. 45713; to each claim¬ 
ant, one-half of the following: $54.42 in the 
Treasury of the United States, and All right, 
title, interest and claim of whatsoever kind or 
nature In and to every copyright, claim of 
copyright, license, agreement, privilege and 
power, and every right of whatsoever nature, 
including but not limited to all monies and 
amounts by way of royalties, share of profits, 
or other emolument, and all causes of action 
accrued or to accrue relating to the work 
entitled Scampolo, by Dario Niccodemi, as 
listed In exhibit A of Vesting Order No. 1758 
(9 F. R. 13773, November 17. 1944), to the 
extent owned by Amalita Niccodemi Ved. 
Durbe and Tatiana Niccodemi, immediately 
prior to the vesting thereof by Vesting Order 
No. 1758. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director , 
Office of Alien Property. 

IF. R. Doc. 57-4880; Filed, June 14, 1957; 
8:48 a. m.J 


Karolina Prinoth et al. 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to re¬ 
turn, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 


resulting from the administration 
thereof prior to return, and after ade. 
quate provision for taxes and conserva- 
tory expenses: 

Claimant, Claim No., Property, and Locate 

Karolina Prinoth, Marianne Vlnaizer, itt 
Prinoth, Christian Prinoth, Vlncenz Rung, 
galdier, Ferdinand Runggaldier, Mariana 
Frener, nee Moroder, Teresa Prinoth, n« 
Vinatzer, all of Ortisei (Bolzano), Italy. 
Angelica Nogler, nee Runggaldier, Sana 
Christina Gardena (Bolzano), Italy. Jest, 
phine Prinoth, Chiusa d’Isarco (Bolzano), 
Italy; Claims Nos. 43914; 44814; 45750 and 
45996; Vesting Order No. 2668; $502.86 in tie 
Treasury of the United States to each of the 
following: Karolina Prinoth; Marianne 
Vinatzer. nee Prinoth; Angelica Nogler, nee 
Runggaldier; Christian Prinoth; and Mart, 
anne Frener, nee Moroder; $502.85 in the 
Treasury of the United States to each of the 
foUowing: Teresa Prinoth, nee Vinatzer, 
Vincenz Runggaldier; Ferdinand Runggaldier 
and Josephine Prinoth. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property. 

IF. R. Doc. 57-4881; Filed, June 14, 1957; 

8:48 a. m.j 


Edizioni Suvini Zerboni 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 (f) of the 
Trading With the Enemy Act, as 
amended, notice is hereby given of In¬ 
tention to return, on or after 30 days 
from the date of publication hereof, the 
following property located in Washing¬ 
ton, D. C., including all royalties accrued 
thereunder and all damages and profits 
recoverable for past infringement 
thereof, after adequate provision for 
taxes and conservatory expenses: 

Claimant, Claim No., and Property 

Edizioni Suvini Zerboni. Galleria del Carso 
No. 4. Milan, Italy; Claim No. 58756; $262i3 
in the Treasury of the United States. Au 
right, title, interest and claim of whatsoever 
kind or nature in and to every copyright 
claim of copyright, license, agreement. pd v * 
ilege, power and every right of whatsoever 
nature, including but not limited to ail 
monies and amounts by way of royaltl«j 
share of profits or other emolument. and 
causes of action accrued or to accrue, relat¬ 
ing to the musical compositions entitle 
Tabu and Tango, by G. C. Sonzogno. Preludw 
ad Una (Massa da Requiem), by 
Am fit heat rof, and Deux Interludes Syn* 
phonique, by Ernst Bloch, as listed in ExM 
A of Vesting Order No. 500B-1 (9 F. R l* 110 : 
September 9. 1944), to the extent owned. ■ 
the claimant immediately prior to the vesting 
thereof by Vesting Order No. 500B-1. 

Executed at Washington, D. C., on 
June 10,1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property . 

IF. R. Doc. 57-4882; Filed, June 14, * 957 » 
8:48 a. m.j 











Saturday, June 15, 1957 

Isidore Bonnist et al. 
notice of intention to return vested 

PROPERTY 

Pursuant to Section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to re¬ 
turn, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 

Claimant, Claim No., Property , and Location 

All right, title and Interest of the Attorney 
General acquired pursuant to Vesting Order 
No. 18521 (16 P. R. 10097, October 3, 1951) 

is and to: 

Isidore Bonnist, London, England, L. S. 
Claim No. 866; Central Pacific Railway Com¬ 
pany 4/49. Bond No. 8495, in the principal 
amount of $1,000. 

Cecilia Oppenheimer, Geneva, Switzerland. 
L S. Claim No. 873; Union Pacific Railroad 
Company 4/47, Bond No. 36061, In the prin¬ 
cipal amount of $1,000. 

Helena Cohen, Yokneam, Haifa, Israel, L. S. 
Claim No. 889; Southern Pacific Company 
4 49. Bond No. 18632, in the principal amount 
of 11,000. 

Dr. Leonie van Nlerop, Washington, D. C., 
L S. Claim No. 898; Missouri-Kansas-Texas 
Railroad Company 5/62, Bond No. 2261, In the 
principal amount of $500. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property . 

[F. R. Doc. 57-4883; Piled, June 14. 1957; 
8:48 a. m.J 


MaTHILDE GOMPERTS ET AL. 

NOTICE OF INTENTION TO RETURN VESTED 
PROPERTY 

Pursuant to section 32 Cf) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to 
return, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration there¬ 
of prior to return, and after adequate 
Provision for taxes and conservatory 
expenses: 


FEDERAL REGISTER 

Claimant, Claim No., Property, and Location 

Mathilde Gomperts. Bentveld, Holland. 
L. S. Claim No. 869; $330.86 in the Treasury 
of the United States. 

Leman Abas. Haarlem. Holland, L. S. Claim 
No. 876; $1,960.40 in the Treasury of the 
United States. 

Adolf Schaap. Jenkintown. Pennsylvania. 
L. S. Claim No. 884; $1,437.06 in the Treasury 
of the United States. 

Frederlk Lek, LaJolla, California. L. S. 
Claim No. 896; $753.58 in the Treasury of the 
United States. 

Michael Levi, New York, New York. L. S. 
Claim No. 897; $5,352.00 in the Treasury of 
the United States, and all right, title and in¬ 
terest of the Attorney General acquired pur¬ 
suant to Vesting Order No. 18521 (16 F. R. 
10097, October 3. 1951) In and to Philippine 
Railway Company 4/37, Bonds Nos. 102, 227, 
308, 343, 544, 1368. 1963, 2379, 2423, 2479, 
3208, 3909, 4307. 4858, 5078. 5832. 5890. 6405, 
7334 and 8456, in the principal amount of 
$1,000 each. 

Vesting Order No. 16521. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director, 
Office of Alien Property . 

[F. R. Doc. 57-4884; Filed. June 14, 1957; 
8:48 a. m.J 


State of Netherlands For the Benefit 
of Daniel Otten et al. 

notice of intention to return vested 

PROPERTY 

Pursuant to section 32 (f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to 
return, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 

Claimant, Claim No., Property, and Location 

Cash in the Treasury of the United States 
as noted below and all right, title and Inter¬ 
est of the Attorney General acquired pur¬ 
suant to Vesting Order No. 18521 (16 F. R. 
10097, October 3, 1951) in and to the secu¬ 
rities described below. 

The State of the Netherlands for the bene¬ 
fit of: 

Daniel Otten and Marcel Wolff, L. S. Claim 
No. 816; $3,362.14. 

Andries de Leeuw, L. S. Claim No. 895; 
$1,364.47. 
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Joseph Braasem, Naatje de Vries-Braasem* 
Jesayas Premselaar. Isaac, Roosje, Rosa, 
Gezina and Abraham Agsterlbbe, Jacob (The 
Hague. Holland). Anna, and Jacob (Amster¬ 
dam. Holland) Speijer, Eleonora Plocharska, 
Mijntje and Kitty Klint, L. S. Claim No. 899; 
$267.60. Philippine Railway Company 4/37, 
Bond No. 6086, in the principal amount of 
$ 1 , 000 . 

Alfons Liebenthal, L. S. Claim No. 902; 
$1,117.43. The Kansas City Southern Rail¬ 
way Co. 5/50, Bond No. 17338, in the princi¬ 
pal amount of $1,000. 

Vesting Order No. 18521. 

Netherlands Embassy. Office of the Finan¬ 
cial Counselor. 25 Broadway, New York 4, 
New York. 

Executed at Washington, D. C., on 
June 10, 1957. 

For the Attorney General. 

[seal] Paul V. Myron, 

Deputy Director . 
Office of Alien Property . 

IF. R. Doc. 57-4885; Filed. June 14. 1957; 
8:48 a. m.J 


Office of the Attorney General 

[Order No. 148-57J 

Chairmen of Board of Parole and Youth 
Correction Division of Board of Pa¬ 
role 

designation of officials and delegation 
of administrative duties and responsi¬ 
bilities 

May 24, 1957. 

Pursuant to the provisions of section 
4201 of Title 18, United States Code, as 
amended, Mr. George J. Reed is desig¬ 
nated Chairman of the Board of Parole 
for a period of two years from the date 
hereof, and he is hereby delegated the 
necessary administrative duties and re¬ 
sponsibilities of that position. 

Pursuant to the provisions of section 
5005 of Title 18, United States Code, Mr. 
Lewis J. Grout, a member of the Youth 
Correction Division of the Board of Pa¬ 
role, is designated to serve as Chairman 
of that Division for a period of two years 
from the date hereof, and he is hereby 
delegated the administrative duties and 
responsibilities necessary to perform the 
duties of that position. 

S. A. Andretta, 
Acting Attorney General . 

[F. R. Doc. 57-4902; Filed. June 14, 1957; 
8:51 a. m.J 
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